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THE EVERYDAY MIRACLE 
OF CARIES CONTROL 


In dental offices, and in homes, throughout the country, 
sound oral hygiene performs the everyday miracle of caries 
control. A dependable routine to combat dental caries re- 
quires three important factors working together. 

















# 
iN iat ' 
1 Careful prophylaxis, treatment 2 The patient’s loyal cooperation . 
of cavities, and toothbrushing in regular toothbrushing at home, 
instruction. as you or the dentist instruct. 
3 The use of a pleasant-tasting, cleans- 
‘ 


ing dentifrice, such as IPANA. 


Clinical research shows regular toothbrushing with 
IPANA effectively removes food debris from gum margins, 
decreases tooth stain and brightens tooth color. 








BRISTOL-MYERS CO., 19 West 50 Street, New York 20, New York 








The comfortable denture 
patient isn't in your office! 


Nor is this patient urgently telephoning for a 
return visit before the regular check-up is due 1 Analgesic... relieves pain and dis- 
..taking up your dentist’s valuable chair time comfort; avoids needless trimming 
and shattering your appointment schedule! 

Instead, the “well adjusted” patient...whose 
pain is relieved by a long-lasting and low-cost 
application of Benzodent...is at home or at 3 Adhesive ... creates patient confi- 
work, consistently wearing the denture and dence by effective denture stabilization 
getting used to it without any “break in” blues. 

* *# & 

If your doctor hasn’t yet learned how 
Benzodent hastens healing and speeds denture 
mastery, write today for a free professional 
test package of this clinically tested ointment. 


2 Antiseptic ...helps to heal sore 
spots as it controls infection 


For happy denture adjustments 


break in with triple-action A product of 


Peter, Strong 


SEN and Co., Inc. 
ZODENT New York 16, N. ¥. 












WERNET’'S DENTU-CREME AND WERNESAI 






,|Priceless ancient pottery calls for careful cleaning, lest the beautiful 

’, surface finish be irreparably damaged. « Beautiful dentures, too, can be 
~ tuined by the careless use of inappropriate cleansing agents. 

You can help protect them by suggesting Wernet’s Dentu-Creme 

nd Wernet’s Plate Brush. « Dentu-Creme is smooth, absolutely 
on-injurious, and an excellent detergent. The special polishing agent it 
fontains makes it ideal for use on acrylics. ¢ Wernet’s Plate Brush, 

ith the Easy Grip Handle, conforms to professional specifications. 

Its divided tufts of fine bristles are individually wired-in for long life. 

ts black bristle section is used on the ridge and the vault—its white 

bristle section on the teeth and interproximal surfaces. « For safe, yet 
fhorough removal of mucin plaques, food particles and 


stubborn stains, suggest Wernet’s Plate Brush 
nd Wernet’s Dentu-Creme. 


ERNET DENTAL MFG. CO., INC. 


No: Academy Street, Jersey City 2, N. J. 
PT, 45-6 
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NEFATE BRUSH 








Attention, please, 


Dental Assistants 


here is a new book written 
especially for you to 
help you in your daily work 


BRAUER’S 
THE DENTAL ASSISTANT 


The only book which meets the educational standards of 
the American Dental Assistants Association, thus enabling 


the student or assistant who uses this book to meet the 


requirements of the American Dental Assistants Certifica- 


tion Board. 


by JOHN C. BRAUER, D.0.S., A.B., M.Sc. F.A.C.D. Dean of the 


School of Dentistry and Professor of Pedodontics, University of North 
Carolina, with 12 contributors from the faculty of the University of 


North Carolina School of Dentistry. 


Very clearly written and further ex- 
plained by 131 fine illustrations, this New 
book helps you to understand dental termi- 
nology. No other textbook has such a com- 
plete “dictionary” of the dental words used 
in your work. This New book explains the 
uses of various dental materials and dis- 
cusses their behavior. It gives you the why 
and how of laboratory procedures and tech- 


niques. It describes your role in first aid 
as the dentist’s assistant. It tells you how to 
order supplies and gives you the best ways 
to keep histories and records. It outlines 
your office routine and your overall respon- 
sibilities. In every possible way, this new 
book shows you the most up-to-date proce 
dures for assisting the dentist. In brief, this 
book aids you to become the dentist’s in- 
dispensable “extra pair of hands”. 


Braver’s “The Dental Assistant’ 500 pages, 6x9, 131 illustrations, 131 tables, $7.00 


P S If you show this ad to the doctor, we feel 
** sure he will order “The Dental Assistant” for you. 











ORDER HERE 
BLAKISTON DIVISION, McGRAW-HILL BOOK CO., 


lease send me for 10 days examination* 





INC., 330 W. 42ND, N. Y. 36, N. Y. 


a $7.00 | 
Cc. O. D. I ls Tia d's >: sxe ae 6 etek 4 6.040 ds wens ‘ 

(Plus Postage) (Please. Print) H 

PIES So.) ee Bps sa ttt bis cosas Sa ute oes ote das ee ' 

CJ Check Enc. OO MO. Enc. i 
(Postage Prepaid) City . Shain Zone State..... ' 

* Examination Privileges Available ONLY in Continental U. s. A. DA 8 H 
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THE noidcilaiial PAGE 


Dear Friends: 


Another year of Association work is all too quickly coming to a close. These 
months have been filled with activity for completing plans for our Annual Meeting 
in San Francisco. Wonderful plans too, for your enjoyment. I hope you have made 
your hotel reservations at the hotel of your choice. The Sheraton Palace is to be 
ADAA headquarters. I will be looking for you there. 


The majority of you have held your state meetings. It has been my honor and 
privilege to visit with some of you. I wish I could share with you all the pleasant 
experiences of meeting with fellow dental assistants but time and space will not 
permit. However, I want you to know that I returned home filled with more enthu- 


siasm, new ideas and a firm desire to put forth even more effort. 


The Fall months will bring the first meetings of local groups after the summer 
vacation. Let us begin a new season with vigor and determination. Give freely of 
your understanding and cooperation so that each and every one of us can do a better 
job. You have elected your officers to serve you but they cannot do so without your 
help. It takes a little effort to be a good dental assistant. Let us put forth effort 
to be a better member. You will be surprised how your interest will develop. 
Assume your share of the responsibility for making our Association prosper and 
advance. 


Some time ago I found the following and made a copy which I would like to 


pass on to you. “As a man grows older he reads more of the Book of Experience, — 


and less of the pages of Prophecy. He thinks more of the real worth of folks, and 
less of their shortcomings—he boasts less and boosts more—he concludes that 
snobbery is a mark of the only aristocracy worth mentioning. He hurries less and 
usually accomplishes more—he comes to realize that age is but a state of mind, 
and that the greatest reward that one can win is the respect, understanding and 
love of his fellow men.” 


Sincerely, 
RUTH V. Dorina, President. 
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Training Courses For Dental Assistants 


By Dr. WILLARD OGLE, Secretary-Editor, Texas Dental Journal, 
3607 Gaston Ave., Dallas 1, Texas 


Frequently this office receives calls for 
location and name of various “recognized” 
schools where training of dental assistants 
is offered. Often we receive literature 
from commercial institutions claiming to 
be properly supervised training centers 
for dental assistants. Information received 
from reliable sources, in most instances, 
leaves considerable distrust in our minds 
concerning commercial institutions for 
training dental assistants. 

The American Dental Assistants Asso- 
ciation has achieved a creditable record 
in their efforts, with the aid of local 
dentists, in various communities, whereby 
young ladies have been trained and certi- 
fied as approved dental assistants. This 
however does not fully meet the need for 
dentistry. Dentistry must aid the effort 
further. 

Up to the present, the Council on Den- 
tal Education, American Dental Associa- 
tion, has not entered this field of accredit- 
ing programs for the training of dental 
assistants. We believe the Council will 
in time, see fit to extend their services to 
this particular subject. 

Actually there is a need for two types 
of training program; (1) for the dental 
assistants now employed, to improve their 
present abilities; (2) for the young ladies 
interest in such service. We understand 
that the American Dental Assistants As- 
sociation is currently developing a list of 
dental assistant training programs they 
believe entitled to approval. 

Though a training course for dental 
assistants may not primarily be a respon- 
sibility of dental educational institutions, 
yet it is of such direct relationship that 
if a dental school intends to provide a 
complete broad basis of education for 
dentistry per se, then it is within the ob- 
ligations of dental education to establish 
training courses for dental assistants. 
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Such a training course in a dental 
school will be an additional educational 
benefit to the undergraduate student bady 
—in that the student may receive proper 
guidance in the use of ancillary aids, It 
is important that we have available prop- 
erly trained auxiliary aids. The present 
increase in population is also an important 
factor for planning a complete and long 
range program for dentistry. 

We have no knowledge today of any 
dental educational institution where an 
approved training course for dental as- 
sistants may be available. It is the belief 
of the writer that dentistry has delayed 
too long in this matter. The future points 
to increasing need for the effective utiliza- 
tion and supervision of auxiliary aids. 

At the Miami Meeting, ADA 1954, we 
heard that Dean Bill Crawford of Uni- 
versity of Minnesota Dental School, had 
a dental assistants training program under 
study, with plans that same may soon be 
in operation for that region. We believe 
it within the realm of intelligent plan- 
ning to suggest that the dental schools of 
Texas inaugurate training courses for 
dental assistants, for those now employed 
and for the beginner. 

As always faced in new ventures, there 
will be many errors and obstacles experi- 
enced in the early years of such plan, but 
the need is for immediate consideration. 

In the meantime we know of no train- 
ing center for dental assistants half so 
reliable and trustworthy as the courses 
approved for certification by the Ameri- 
can Dental Assistants Association, in col- 
laboration with the ethical dentists in 
various communities. 

This article, from the April 1955 issue 
of the Texas Dental Journal, submitted 
by Sadie L. Hadley, Chairman A.D.A.A. 
Education Committee. 








A Denture in the Hand 





ts Like a Fish out of Whater 


By MARIE DUNHAUPT* 


During my eight years of dental assist- 
ing I have never ceased to be thrilled 
upon witnessing a patient’s delight when 
Doctor has restored a broken tooth to its 
former appearance, or when he has in- 
serted a bridge, a partial or full denture, 
and the patient’s comment is: “Doctor, 
they look exactly like my own teeth.” 

In my Doctor's general practice we 
make a number of full dentures, and see- 
ing edentulous mouths and dentures is a 
part of our daily routine. But to the new 
denture patient, wearing an artificial 
denture is a brand new experience—and 
often a dreaded one. He has suffered a 
loss that is frequently as difficult for him 
to accept as would be the loss of a limb 
or any other part of the body. He needs 
encouragement and assurance that his 
normal activities will not be hampered 
by the wearing of a denture; he needs a 
psychological lift; he needs to regain his 
self-confidence, and he looks to the Doc- 
tor and the Assistant for help. I include 
the assistant’s efforts in this treatment 
of the denture patient because I believe 
she has an important part in it. Frequently 
we have a patient who will feel less hesi- 
tant to express his doubts, fears and 
dreads, or to present his questions to the 
assistant than he does to the Doctor. 
The assistant who knows the answers— 
has some knowledge of psychology, knows 
about the technique and the materials 
that go into the making of this denture 
is capable of giving her Doctor some 
valuable assistance in conditioning this 
patient. He will be more at ease and 
thus more cooperative. 

In view of these facts it seemed quite 
natural that I was as interested as the 
Doctor when we were first shown the 
new variegated colored denture materials 


now available. We had seen changes and 
improvements in materials through the 
years, but this was something entirely 
new and different. We had learned that 
few people are completely lacking in 
vanity and, men as well as women, are 
often quite concerned about how the 
new denture will affect their appearance. 
We had learned that believing their den- 
tures will “look like their own teeth” 
can do a great deal to minimize whatever 
inconvenience or discomfort might ac- 
company learning to wear them, and we 
were interested in this new material that 
we were told would enable us to give 
them a more natural looking artificial 
denture. 

It seemed logical reasoning that in 
making a denture it is just as important 
to use a material that has the appearance 
of natural gum tissue as it is to use teeth 
with a natural life-like appearance. How 
many times we had disagreed with the 
patient who asked for “pretty white teeth” 
in his denture and in turn suggested the 
“pretty pink material” for the gum tissue. 

While most people do not normally 
show much of their gums, there are 
some who do—the Doctor knows this 
but the patient does not. It seemed rea- 
sonable to believe that the patient would 
like to know that with his new denture 
he can flash his broadest smile without 
fear that the artificial gum tissue will dis- 
close his ‘falsies’. 

Yet, I must admit that at first we were 
skeptical—the variegated colored mate- 
rial did not look pretty even to us, and 
we felt sure it would not to the patient. 
Doctor, however, had an open mind. He 
knew that the manufacturers, who had 
gone to the expense of consulting artists 
and camouflage engineers in developing 
these materials, had done so because of 
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the age old complaint that dentures did 
not look real. These manufacturers, fur- 
thermore, insisted that the new materials 
in the mouth would blend more naturally 
with the surrounding tissues—he wanted 
to see for himself. 

The first case we made was for a very 
pretty girl, still in her twenties. She had 
a short upper lip and showed a good deal 
of her gums, especially when she smiled. 
She was apprehensive and, quite naturally, 
concerned about whether or not the new 
denture would change her appearance. 
Doctor hospitalized her for the final ex- 
tractions and placement of the denture, 
and imagine how happy it made us all 
when her husband did not realize the 
extractions had been done, and the den- 
ture inserted, when he visited her that 
evening! 

We were convinced that we had been 
wrong about the patient's possible reac- 
tion to these new materials. They are 
quick to grasp the protective coloration 
feature, and derive a great deal of com- 
fort and confidence from the assurance 
that the material in their denture will go 
unobserved. This is one purchase of a 
lifetime that they do not care to have 
admired. They want false teeth that do not 
look false—that defy detection. 

We, of course, were accustomed to 
seeing a denture in the hand; whereas 
the patient was not. We had come to look 
upon the plain light pink colored mate- 
rial as beautiful, though I doubt that the 
patient ever shared this opinion—which 
brings us to our opening remark, “A 
Denture in the Hand is like a Fish out 
of Water.” Put the new cosmetic denture 
where it belongs—in the mouth—and... 
Oh! Oh! Now you've done it...it has 
escaped and you cannot detect it. 

Dentures made of life-like variegated 
materials are not new in Doctor's prac- 
tice any more. They have done so much 
to allay the patient's understandable fear 
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of false teeth, and to assist us in condi- 
tioning them for the new experience of 
learning to wear them, that we have come 
to consider them a must in our office. 

In Dentistry we strive constantly to 
imitate nature’s work, which is never an 
easy task, but with constant improvement 
in methods, techniques and materials 
much has been accomplished in recent 
years. 

In conclusion may I say; in my opinion, 
the assistant who makes it a point to 
learn as much as possible about her Doc- 
tor’s techniques and methods, about the 
materials he uses and how to handle them 
correctly, will greatly increase the value 
of her service to the profession of Den- 
tistry. 





*Marie is a member of a successful “Doc- 
tor-Assistant-Husband and Wife Team”. 
She assists her husband, Dr. Irwin Dun- 
haupt of St. Louis, Mo. 
ee 
THE VALUE OF A SMILE 

IT COSTS nothing, but creates much. 

IT ENRICHES those who receive with- 
out impoverishing those who give. 

IT HAPPENS in a flash and the mem- 
ory of it sometimes lasts forever. 

NONE are so rich they can get along 
without it, and none are so poor but 
are richer for its benefits. 

IT CREATES happiness in the home, 
fosters good will in business, and is 
the countersign of friends. 

IT IS REST to the weary, DAYLIGHT 
to the discouraged, SUNSHINE to 
the sad, and NATURE'S BEST 
ANTIDOTE for trouble. 

YET IT CANNOT be bought, begged, 
borrowed, or stolen, for it is some- 
thing that is no earthly.good to 
anybody until it is given away. 

—Author Unknown 

















In Memoriam 


BE IT KNOWN, that ELIZABETH L. BACON went to sleep in the Arms of 
Our Lord on December 12, 1954, and 


BE IT KNOWN, ELIZABETH L. BACON was a Charter Member of the Phil- 
adelphia Association of Dental Assistants, and 


BE IT KNOWN, that ELIZABETH was a constant source of Christian love 
and cheerful until the end of her earthly days. A very 
beautiful Christian Witness has gone to be with Him. 


THEREFORE, BE IT RESOLVED, that, humbly we bow our heads to the 
Will of Almighty God and extend our deepest sympathy 


to her family. 


BE IT FURTHER RESOLVED, that this Resolution be published in the 
Dental Assistant Journal and that a copy, duly signed, 
be sent to ELIZABETH’S family. 


ELMA TROUTMAN, General Secretary, 
American Dental Assistants Association. 


It is with regret we inform you that news of the death of Dr. Clifton G. 
Ducote of Alexandria, Louisiana, on April 8, has been received. 


Dr. Ducote received his D.D.S. degree from Vanderbilt University in May 
1904, and had been actively engaged in the practice of dentistry for 50 years 
in May of 1954. 


Dental assistants everywhere lost a friend and loyal supporter when Dr. 
Ducote passed on to his reward. He was a guide and counsellor to the Alex- 
andria, La., association, and for many years had supported the association on a 
local, state and national level. Many will recall it was at the Miami meeting 
in November that he presented to the ADAA the Dr. C. G. Ducote Loyal 
Assistant Trophy to replace the Angelo Chiavaro Loyal Assistant Trophy, 
which had reached the age of retirement. 


We extend our sympathy to the family of Dr. Ducote and to our ADAA 
Membership Committee Chairman, Viola Stone, who had been associated with 
him for thirty years. 
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San Francisco 


A.D.A.A.’s Thirt 


Welcomes You 


0 


y-First Session 


By DoroTHy H. WILDER 


Dental Assistants: 

Girls from practically every state in 
the Union, plus the Hawaiian Islands will 
gather in San Francisco, October 17-20, 
1955, to attend another great national 
conference of the American Dental As- 
sistants Association . . . learn important 
developments in professional practices, 
and meet many old and new friends. 

One of the things you want to think 
about is San Francisco’s temperature in 
mid-October. You will find it invigorat- 
ing and enjoyable as the all-year-round 
temperature in this historical city of the 
Spanish missionaries and colorful 49’er 
gold miners, is in the neighborhood of 
61 degrees, and the fall of the year rep- 
resents the city’s most delightful day and 
night climate. So, you won't need any 
special wardrobe, just the things you 
would normally wear in any 61 degree 
temperature! 

Many outstanding thrills and pleasant 
surprises await you in the charm and 
distinction of the “City by the Golden 
Gate.” The diversity of things to see and 
do have given this glorious city the well 
earned title of “San Francisco—the Glam- 
orous,” . . . a city with sufficient differ- 
ent attractions that it attracts people from 
all parts of the World. Nowhere will you 
find, in as compact an area, a city com- 
parable to the one where your 1955 Con- 
vention is scheduled to be held. 

Like an enchanted island, San Fran- 
cisco rises from the blue Pacific Ocean 
aud the inland waters of a great natural 
bay fed by two great rivers—the Sacra- 
mento River and the San Joaquin River, 
both navigable for many miles. Its dis- 
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tinctly tall commercial buildings; inspir- 
ing apartment and hotel structures pro- 
miscuously scattered over the towering 
hills facing the ocean and bay; and the 
myriad of streets, boulevards and free- 
ways that criss-cross the city and glisten 
like silver ribbons in the sunshine, make 
you pleasantly aware of the difference 
between San Francisco and other cosmo- 
politan cities of the world. 

The quaint sidewalk flower stands 
with their floral beauty and exotic aroma; 
the sudden clanging of the historic cable- 
car bell at street intersections; the pro- 
nounced friendliness of the people . 
it will not take you long after arriving 
at your convention headquarters hotel to 
capture the truly gay spirit and adventur- 
ous mood of glamorous San Francisco. 

In between important convention ses- 
sions, technical conferences and commit- 
tee meetings, and most certainly before 
you think of starting for home, you will 
want to walk through Chinatown with 
its many pagoda buildings of distinct 
oriental architecture; visit one of the “joss 
houses”, a Chinese theatre where words 
and music are native oriental; Chinese 
night-clubs, and never - to - be - forgotten 
Chinese cafes and restaurants. The color- 
ful oriental shops are large and interesting 
as San Francisco’s Chinatown is the larg- 
est Chinese settlement in the United 
States. Everything and everywhere in 
Chinatown is perfectly safe for a casual 
stroll in either daytime or evening, and 
for those who may wish to see the area's 
highlights, special guide tours are con- 
ducted by city authorized agencies. 

Beyond Chinatown is the fascinating 
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Latin quarter and Telegraph Hill easily 
identified by the high Coit Tower which 
rises from the top of the hill. Telegraph 
Hill offers a breath-taking panoramic 
view of the City, and across the San Fran- 
cisco Bay may be seen the cities of Saus- 
alito, Richmond, Berkeley, Oakland, Ala- 
meda and Hayward, with the two great 
bridges—the San Francisco-Oakland Bay 
Bridge and the Golden Gate Bridge — 
joining the city with these neighboring 
communities. 

A waterfront sightseeing boat trip 
around San Francisco Bay can be planned 
—out and under the Golden Gate Bridge, 
the longest and tallest single suspension 
bridge in the world for many years; 
around the grim, gray Alcatraz Island 
Federal prison; past the busy Treasure 
Island U. S. Navy installation today and 
once the site of the Golden Gate Inter- 
national Exposition and Fair; along the 
“water front”, U. S. Navy Air Base in 
Oakland and Alameda; and past the re- 
nowned Hunter's Point Dry Dock in San 
Francisco where the largest ships of the 
Navy are repaired and reconditioned. 


Another convenient and outstanding trip 
is a bus ride across Golden Gate Bridge 
through the beautiful residential communi- 
ties of Marin County, and to Muir Woods 
National Monument where some of the 
world famous giant redwood trees are lo- 
cated. If you have never been “among” 
the giant Redwoods, make the occasion 
of your trip to the national convention in 
San Francisco next October, a “MUST” 
opportunity to see these giant redwood 
trees that are hundreds of feet in height 
and thousands of years old— just a twenty- 
minute drive from the Sheraton-Palace, 
your 1955 convention headquarters hotel. 


There are so many other outstanding 
things to see while in San Francisco, it 
is difficult to describe each, however, you 
may make a note to see: the Berkeley 
campus of the University of California; 
Playland at the Beach in San Francisco, 
a recreational area along the shores of the 
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Pacific Ocean adjoining the very interest- 
ing Golden Gate Park; Fleishacker swim. 
ming pool, large out-door salt water pool 
which offers option of pool or adjacent 
ocean surf; the beautiful residential sec- 
tions of the San Mateo peninsula; Stan- 
ford University campus and its famous 
stained glass Chapel; and of course there 
is a never ending parade of unique restau- 
rants, cafes, and night clubs for those 
who wish to enjoy good food and good 
entertainment. You can truly dine ‘round 
the world here—French, Italian, Swedish 
smorgasbord, German, Russian, Spanish, 
Chinese and Japanese. 

There is much to do and see in the 
City by the Golden Gate, as a matter of 
fact you will find it difficult to leave this 
great city. A great convention in a great 
city, yes indeed, your attendance at this 
year’s annual national convention will be 
one of those events in your life always 
pleasantly remembered. 

It will be good to get back home, of 
course, but you will re-live your trip here 
many times, and perhaps you'll come back 
and see us again. 


First things come first...so we'll be 
seeing you in October! 
——__—- 2 <e—- 


FROM THE CERTIFICATION BOARD 


From March 22, 1955 to May 25, 1955 
Certification Examinations were held in 
the following states: 


Louisiana; Washington; Arkansas; So. 
California; Michigan; Oklahoma; District 
of Columbia and Florida. 


One hundred twelve dental assistants 
took the examination—106 passed the 
examination. 

There are 3,744 Certified Dental As- 
sistants to date. 

The American Dental Assistants Cer- 
tification Board will hold an examination 
October 31, 1955 at one o'clock P. M. 
at the College of Dentistry, University of 
California, Third and Parnassus Streets, 
San Francisco, California. 
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Hotel 
reservation 
application 


96th Annual Session 
American Dental 


Association 


Oct. 17-20, 1955 
San Francisco 
A.D.A. HOUSING BUREAU a 


INSTRUCTIONS: Reservations for Hotel 
accommodations may be secured for San 
Francisco by completing this application 
and mailing it to: A.D.A. Housing 
Bureau, 61 Grove Street, San Francisco 2. 
Be sure to indicate your arrival time in 
San Francisco. Reservations will be held 
only until 6 p.m. of the day you indicate 
when you will arrive in San Francisco 
unless special arrangements are made 
with the hotel. 

Names of all persons who intend to 
occupy the accommodations must be 
listed on the application. 

List four choices of hotels. Confirmation 
will be sent to the applicant indicating 
which hotel has accepted the reservation. 
Write the A.D.A. Housing Bureau in 
San Francisco if you wish to cancel the 
reservation. 


61 GROVE STREET, SAN FRANCISCO 2 























Rooms will be occupied by: 


Occupants: (use an extra page for listing additional names if necessary) 

















' (Please print or type) A.D.A ‘ 
| 
: Applicant: 
; ‘ 
’ ' 
‘ Name 
(Street address) (City) (Zone) (State) ' 
ie ; a.m. 
: Arrival in San Francisco p.m. Leaving : 
' ' 
' ' 
| Accommodations: 
: ' 
: Hotel Hotel ‘ 
’ (First choice) (Third choice) 8 
' 

Hotel Hotel H 
(Second choice) (Fourth choice) 
' 

' O) Single occupancy, rate to range from $ — per day. \ 
' ' 
' CO) Suite of —__.rooms, including parlor, rate to range from $ to $ per day. 
] Double occupancy, double bed, rate to range from $ _to $ per day.) 9 names must 

{J Double occupancy, twin beds, rate to range from $. to $ per day. ) be listed below 

i 

' 

i 

H 

‘ 


(Name) (Address) (City) (State) 
(Name) (Address) (City) (State) 
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HOTELS IN SAN FRANCISCO 





KEY NO, HOTEL SINGLE 
Alexander Hamilton... .. $6.50-10.50 
ere 
Beverly Plaza......... . 6,00- 7.00 
SER Fe 5.00- 6.00 
eee 
re 
RE igi Ss snaekee 
Cartwright. ............. 

NES oho vc ortwacwide 4.00- 6.00 
Chancellor.............. 5.50 
ONE . 8.00-14.00 
Commodore............ 4.00- 7.00 
Drake Wiltshire.. ...... 7.00- 8.00 
|, SERS 5.00- 7.00 
ME ine Sang ctex'es 4,00- 5.00 
oes sck sas ae 10.50-16.00 
NUE nod cvaciccees 4.00- 7.00 
ee 3.50- 5.00 
Golden State............ 
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ow |S THE TIME 


The time has come when we need to 
approach our Doctors and ask for time 
to attend the 31st Annual ADAA Con- 
vention to be held in San Francisco 
October 17-20. 

To some assistants that privilege is al- 
most automatic. They are among the 
blessed. To many others attendance is 
doubtful. To them we address these re- 
marks. 

From experience over the past years 
we say: the best opportunities to grow 
professionally, to learn to be a better 
dental assistant, are offered at these 
annual sessions. 

Where else can the assistants of the 
U. S. and Hawaii hear so many outstand- 
ing speakers as are on the program of 
each year's session? Where else can the 
average assistant meet so many of her 
sister assistants and learn from them how 
to solve problems, how to be a more 
efficient assistant? We say: “Nowhere.” 

Perhaps it will take a selling job with 
your Doctor. Maybe even the kind of job 
that you have not wanted to undertake, 
because you have felt it didn’t matter 
much anyway whether you attended or 
not, or you felt in your own mind there 
was no use to ask. 


Well, let’s face up to it. Your Doctor 
will not be receiving an invitation to 
send you. Only you will receive the liter- 
dture, the program of speakers, the de- 
tails on the special conferences, the facts 
about clinical sessions. Your Doctor has 
no way of knowing the value of such a 
session unless you take the program to 
him and say, “This looks so good I be- 
lieve it will be worth your time and my 
money for me to go.” 


There is more to a properly presented 
request than a yearning to travel and be 
away from your office. Indeed, the pres- 
entation can and should be made to re- 
flect eagerness to learn, eagerness to be- 
come more proficient and valuable to 
his office. 


When you receive literature from San 
Francisco, read information about the 
meeting in the journal, and through bul- 
letins, study it and carefully prepare your 
presentation. Then go talk to your Doctor 
and tell him logically and intelligently 
about the values you know you can gain 
from attending the annual ADAA ses- 
sion. 


See you in San Francisco! 
—V. LC. 


A.D.A.A. NEWS ITEMS 


410 First NATIONAL BANK BUILDING 
LA PORTE, INDIANA 


PRESIDENTS AND SECRETARIES 


An ADAA Manual of Operations is Available. 
A comprehensive outline of the operations of the ADAA has been compiled 





and sent to all Board Members, Finance Committee Members, and Committee Chair- 
men. On the storage shelves in central office is a supply of copies for the State 
Presidents and State Secretaries, which will be mailed to you in the near future. 
This 43-page manual provides a detailed outline of the duties of all ADAA Officers, 
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Trustees, Committee Chairmen and the Executive Secretary. In addition, there are 
pages which outline the duties of State Officers. You are requested to keep these 
copies intact, use them, take care of them and see that each copy is passed on to your 
successor when your term of office is completed. 


The instructions for the various Officers can be copied off and given to these 
officers, who in turn should pass these along in their files to their successors. 

A smaller brochure, which provides instructions for local Officers, is being 
developed and will be sent to all the Presidents. It will be the President's responsibility 
to see that their Officers have the opportunity to use the instructions given in this 
brochure. It is recommended that local Presidents copy off the instructions for the 
individual officers, rather than take them apart. These brochures should be kept 
intact for the President’s file. This brochure will be added to the manual sent to the 
ADAA Board Members and the State Presidents and Secretaries so that all will know 
what information has been given. 


State Officers—A thorough study of the manual and brochure will assist you in 
coordinating your work with the local and national associations. Remember, the 
ADAA Officers, Trustees, and Committee Members are drawn from State Officers. 
It won't be wasted time and effort to learn what will be expected from those of you 
who move into these positions. 


TO ALL OFFICERS: Do give the manual and brochure your attention. They 
belong in your files ONLY after you and your Officers have used them for their 
intended purpose. 


HISTORY OF THE ADAA NOW AVAILABLE 


A history of the ADAA, from the time of its inception in 1925 through 1954, 
has been completed. The journalistic talent of your former Editor, Sadie Leach, 
has contributed much to the writing of this history. It gives an interesting account 
of the first appearance of a dental assistant in the profession; leads into the organiza- 
tion of our ADAA by our founder, Juliette A. Southard; gives accounts of the 
struggle in its formative years and its growth up to the present time. It records legis- 
lative action of each year’s House of Delegates, and other pertinent information of 
interest. 


Only the ADAA Board Members have received copies of the history to date, 
Copies will be sent to the Past Presidents at an early date; anyone else desiring a 
copy should write to central office requesting one. A small charge of 50 cents per 
copy will be made to cover the cost of mimeographing and mailing. Life members 
who wish a copy will be sent one complimentary upon requesting it. 

The copies of the above mentioned Manual and the History are mimeographed. 
The pages are punched for a three-ring binder; a slightly heavier paper was used for 
a protective cover. 


THE LOYAL ASSISTANT TROPHY 


The Dr. C. G. Ducote Loyal Assistant Trophy will be presented to the member 
of the ADAA present at the annual meeting who submits the longest record of 
consecutive employment with one employer (provided that she has not previously 
received this trophy). A certificate, giving date of original employment, attested 
by the employer, president and secretary of her local association, and stating that 
she has been a member of the ADAA for at least two years, must be notarized. 
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The certificate must be turned over to the Executive Secretary not later than Monday, 
October 17, at 5:00 P. M. 

This Trophy replaces the Angelo Chiavaro Loyal Assistant Trophy, which was 
retired last year. 


SECRETARIES: 
Recently, several State Secretaries have written to Central Office saying: “Our 
records show that we now have_____members. Does that agree with your records?” 


We are always pleased to receive such a request, and glad to have the State total to 
check with our records. May we hear from you? 

If each local Secretary would check her Society's records carefully to see that 
she has received and delivered a membership card to each assistant who has paid 
dues—and then check her total with the State Secretary—any errors or omissions 
would be brought to light. 

If anybody has been overlooked, now is the time to make correction. Next 
February or March will be too late. 


TO ALL COMPONENT SECRETARIES: 


To Assist in Your Community Activity Participation—The National Health 
Council and the Equitable Life Assurance Society have recently published the ful- 
fillment of a long-time need—a comprehensive Health Careers Guidebook, covering 
156 health service occupations (which includes dental assisting), and its companion 
piece, Partners for Health. 

HEALTH CAREERS GUIDEBOOK starts with a “Preview of Health Careers”, gives 
a “Welcome Partner” greeting to future members of the health teams; advises 
“Caution—Career Ahead” and suggests some pointers on planning what to do after 
high school; offers a “Health Careers Calendar” showing the time required for 
education or special training for all kinds of health occupations; and provides “Health 
Career Briefings” with background facts and descriptive profiles in 156 health careers. 

PARTNERS FOR HEALTH is a smaller, condensed comprehensive version, for 
wider distribution. 

The National Health Council has graciously provided copies of the two books 
to the entire board of the ADAA. They have offered also to provide copies of the 
PARTNERS FOR HEALTH to those of our component societies who will use them in 
cooperation with local guidance directors. Many of our societies’ members participate 
in such community projects. If you wish a copy of PARTNERS FOR HEALTH for your 
society write to Mrs. Zilpha C. Franklin, Administrator Health Career Horizons 
Project, 1790 Broadway, New York 19, New York, and request it. 


AND NOW — THANKS TO STATE SECRETARIES 


Laura Whiffen, Business-Advertising Manager of THE DENTAL ASSISTANT, 
asks that we express her sincere thanks to State Secretaries for the cooperation you 
gave her in her recent request for the names and addresses of your members. We 
regret that it was necessary to ask you for this contribution of your precious time, 
but it seemed our only means at the time of securing an ADAA membership list, 
which had been requested by a number of our advertising clients, whose patronage 
assist us in bringing you the journal. 


EDUCATION... EFFICIENCY...LOYALTY...SERVICE 
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Dennis the Menace 


By FLORENCE ELLIOTT 
Presented at the Indiana State Meeting, Indianapolis, Ind., May 17, 1955 


Every one in the Dental Profession has 
come in contact with children at one time 
or another. What do you think of them? 
More important, what do they think of 
YOU? 

We have all met Dennis, the Menace— 
the child who is afraid. Fear has been 
instilled in his mind through threats— 
threats of taking him to the dentist, the 
doctor, or having the policeman pick him 
up if he isn’t a good boy. This is unfortu- 
nate for Dennis, as the price for establish- 
ing such fear-thoughts in the child’s mind 
causes him to be miserable in his fear 
and so Dennis strikes back with tan- 
trums. 

We, as dental assistants, may help many 
a child to overcome his fear of the dentist. 
For the little patients in whose minds 
have been planted, by various means, the 
seeds of fear and who have been allowed 
habitually to give way to angry exhibi- 
tions of their lack of self-control, there is 
a remedy. That remedy is positive sug- 
gestion. 

No one loves pain, and a child’s vivid 
imagination works overtime at the mere 
mention of going to the dentist. The fears 
that assail the young mind can be suc- 
cessfully supplanted if we go about the 
matter with diligence and patience. The 
assistant can be most helpful by calm kind 
words and intelligent explanation — by 
talking to a child as if he were an adult. 
Children react to words that make sense 
and in the language they hear grown-ups 
use. If for no other reason the reaction 
will be of courage, for children want to 
be “IMPORTANT”. Don’t we all like to 
feel important? Indeed we do! The best 
friends we have, the ones we love best, 


are the ones who always leave us feeling 
important. 

When the dentist and the assistant hear 
the little fellow say: “Gee, I’m not afraid,” 
a feeling of having accomplished some- 
thing worthwhile rides in with a wave of 
relief for them, they know that most of 
the fear has been banished from his mind. 
Your reward for your extra patience will 
be in seeing the child develop confidence 
and courage. It must be emphasized, never 
“let down” the child you have helped to 
“build-up”. Patience, kindliness and a 
sincere liking for the child must always 
be at your side. Explanations at the chair 
may take a few minutes of the dentist's 
time, but the rewards are great. You hope 
you have made a friend, and that this 
child will be easier to work for. 

To help little “Dennis” we must also 
consider his physical comforts, entertain- 
ment and education. We must make the 
child feel at home in the dentist’s waiting 
room as well as the dentist’s chair. Enter- 
ing an unattractive room with rows of 
chairs, inevitably filled with the forms of 
unhappy looking adults (adults have fears 
too) leaves children with a sense of fear 
and dislike. Then and there they decide 
to HATE the dentist, the nurse—and just 
HATE EVERYTHING in general about 
going to the dentist. 

What a pleasant surprise to them when 
they find an attractive waiting room, 
coloring books to amuse them, small 
furniture, comic books, paper and pencil, 
and last but not least a relaxed and smil- 
ing nurse to greet him, (alright so you 
don’t feel like smiling, but smile any- 
way.) Here in the waiting-room the first 
process of banishing fear takes place. 

Then the climax of a great ADVEN- 
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TURE—to children this is, and always 
will be an adventure—they received a 
prize. The cost is negligible, the results 
permanent. They will be proud children 
when they arrive home to show their 
prize which was given for being a brave 
and good patient. Prizes can be of plaster 
models made for them, bird pictures 
which you can get free, best of all children 
seem to like balloons, and never tire of 
them as prizes. 

Education is also important. Why teeth 
must be kept clean. Teaching that decay 
of the teeth is caused by germs that live 
and reproduce acid in the grooves, pits 
and unclean regions of the mouth. All 
this may be told to children—that their 
own mouth is such an important part of 
them, will make them feel superior—and 
also educate them in the care of teeth 
and health. Inflate the little guy’s ego and 
you will convert Dennis the Menace into 


Dennis the cherub—with reservation of 
course. 

All these extras take little time, but 
much patience and understanding. The 
net result—bigger and better practices, 
and better adult patients of the children 
who were started right at three or four 
years of age. 

If we erase fear from the little patient’s 
mind we will never hear him say “I 
HATE TO GO TO THE DENTIST.” 

Sounds easy doesn’t it? Doing children’s 
dentistry takes more time and patience 
than is required for the average adult. It 
is not easy, but all this extra time and 
patience is worth while in helping a child 
overcome fear. 

Little Dennis the Menace can be turned 
into an ideal patient with a little under- 
standing, time and patience, and don’t 
forget “SMILE” “SMILE”, and “SMILE” 
some more. 


IDEALS are like Stars 


By ANZANETTA LINDSAY 


A wise man once said, “Ideals are like 
Stars—we never reach them—but like the 
mariners of the sea, we chart our course 
by them.” 

It is true that we cannot reach up and 
touch the stars. But we have learned how 
to bring them closer—how to make them 
appear bigger and brighter. We can use 
our telescopes. But, first we must choose 
the stars we want to see better, and then 
we must learn how to focus our instru- 
ments upon them. 

The A.D.A.A. has taught us to see and 
focus our attention on those guiding stars 
—HIGH IDEALS. We are grateful to 
our leaders in the past, primarily Juliette 
Southard, who have helped us train our 
vision upon them, so they will guide us 
through our life’s journey. 

Our Association is a miniature world. 
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In our everyday life here we have prob- 
lems and opportunities year after year. 

Therefore, we have picked IDEALS 
that have shone in the heavens since the 
beginning of time — and not flying 
comets. 

What then are the IDEALS of the Den- 
tal Assistant? 

Do not be afraid to seek a goal that is 
high and important. Set a worthwhile goal 
and make each day’s achievement a step 
in the direction of that goal. 

Our Association stands for HIGH 
IDEALS—wear your pin proudly—let all 
who see it know it is a symbol of your 
profession. 

The book of Knowledge, Signifying 
Education; Lamp of Learning, Denotes 
Efficiency; Blue, Symbolic of Loyalty; 
Gold, Symbolic of Service. 


19 








Our IDEALS like the Stars are lofty. 
Let us keep them so. 


FIRST—EDUCATION 


In the dental office besides the routine 
office work there is an ever interesting 
flow of human life. If we will open our 
minds and hearts to the difficulties of 
our fellow men, we will gain priceless 
knowledge, knowledge never taught in 
books but learned through contact with 
our fellowmen. This understanding of 
human nature does not necessarily come 
with extensive scholastic attainment—it 
follows with the understanding with 
which one greets another in trouble and 
distress. The dental assistant can learn 
charity, unselfishness and an awareness of 
the feeling of others. 


SECOND—EFFICIENCY 


The dental assistant is engaged in work 
that covers housekeeping, hostess, pro- 
moter, teacher, bookkeeper, secretary, as- 
sistant routine and caring for the sick. 

In a dental office, as in no other field, 
are all people equal. The rich and poor, 
ignorant, educated, atheist and religious. 
All are on the same level when suffering. 
There is no social distinction, all are 
treated alike. 

The white uniform of the assistant has 
a definite psychological value. The pa- 
tients place confidence in her with this 
uniform. How efficient are we? 

“If you can’t be a highway then be a trail. 
If you can’t be the sun be a star 
It is not by size that you win or fail— 
Be the best whatever you are.” 


THIRD—LOYALTY 


There is loyalty to our doctors, the 
ADAA, and the patients whom we serve. 
And when dental assistant days are over 
this ideal will shine as patriotism. 

Fairness in both work and play will 
make us good comrades in our society. A 
good neighbor in the family of nations. 
“When you get what you want in your 

struggle for self 
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And the world makes you king for day, 

Just go to a mirror and look at yourself, 

And see what that man has to say. 

For it isn’t your father or mother or wife 

Whose judgment upon you must pass; 

The fellow whose verdict counts most im 
your life 

Is the one staring back from the glass, 

You may be like Jack Horner and chisel 
a plum, 

And think you're a wonderful guy; 

But the man in the glass says you're only 
a bum, 

If you can’t look him straight in the eye, 

He’s the fellow to please—mever mind 
all the rest, 

For he’s with you clear up to the end; 

And you've passed your most dangerous, 
difficult test, 

If the man in the glass is your friend. 

You may fool the whole world down the 
pathway of years, 

And get pats on the back as you pass; 

But your final reward will be heartaches 
and tears, 

If you've cheated the mam in the glass.” 


FOURTH—SERVICE 


Man does not live by bread alone. The 
person who works solely to make a living 
misses much of the joy of living. Your 
job should also provide a means of ex- 
pression. 

Work, when done in the right spirit, 
is the greatest builder of personal char- 
acter. Honest service develops in one 4 
sincerity of purpose. Honest effort is good 
citizenship. The development of habits of 
honest service builds character in the one 
who renders the service. 

Do not underestimate your own powef 
to make a worthwhile contribution. Make 
your work the means of expanding your 
field of service so that larger responsibili- 
ties and opportunities will come to you. 

Put service above self, REMEMBER— 
“He profits most who serves best.” 
Presented by Pres. Anzanetta at the recem 

Iowa D.A.A. Meeting. 
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Student Dental Assistants Speak 






(These are excerpts from the applications of student dental assistants in applying 
for the J. A. S. Scholarship for this year. The letters of why they chose Dental As- 
sisting for a future career were so inspiring to this committee that we would like to 


share them with you... 


“I see Dental Assisting as a smooth 
blend of knowledge, skill and art. This 
blend is flavored with human purpose and 
practical idealism, earning a living by 
contributing to human welfare. Dental 
Assisting is the opportunity for me to 
become somebody, not only to help my- 
self, but to help in contributing to human 
welfare.” 





“Being an applicant for this award has 
given me additional interest in Dental 
Assisting. I am a Student Member of the 
Contra Costa Dental Assistants Associa- 
tion and I feel very worthy of being as- 
sociated with this wonderful group of 
women because it gives added educational 
advantages, promotes friendships and 
stimulates cultural ideas. 

“Dental Assisting offers many oppor- 
tunities to the young woman of America 
by assisting the dentist in his specialized 
service to the public and concern for their 
welfare as a complete entity. Since the 
dental profession is primarily a service to 
the people, working with people is my 
ambition. I sincerely think that only by 
giving sincere service to humanity one 
reaches the essence of real living and not 
merely just existing. 

“Because I do enjoy people, I feel den- 
tal assisting offers me the opportunity to 
accomplish my ambition by being con- 
cerned of their welfare, and by working 
with people will have more meaning 
to me.” 





_ “Tenrolled in Dental Assisting school 
in September and soon learned that along 
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with the importance of the techniques, 
understanding of patients was also neces- 
sary. Working with various doctors and 
patients at the Children’s Dental Health 
Center has increased my appreciation for 
the need of learning how to work with 
many different people in a variety of 
situations. Helping patients and giving 
loyal efficient service to my doctor is the 
aim of my choice of Dental Assisting as 
an occupation.” 





“Every young woman, when faced with 
the decision she must make before she 
enters a profession, should try to see with 
a clear mind a whole, unified picture of 
herself as a combination of her abilities, 
personality, interests, and past experi- 
ences. She must then study the profession 
in question, all its phases, responsibilities, 
and the type of people needed to make 
it function effectively. She should try to 
decide whether her interest in the work 
will last. My enthusiasm for Dental As- 
sisting grows stronger as I study. I feel 
fortunate to have discovered a field so 
satisfying to me in so many ways. 

“I’m particularly attracted by the “As- 
sistant” part of the title. Helping a dentist 
so directly in his work by anticipating his 
needs and fulfilling them, meeting and 
handling the problems that will arise in 
the office, making the office system run 
smoothly, and accepting the responsibility 
for creating a relaxed, cheerful, whole- 
some atmosphere that will touch all who 
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enter, could give me a great deal of lasting 
satisfaction. 

“I seem to have grown up with a real 
love for nursing and a desire to under- 
stand and help people who are troubled 
and ill. People are interesting to me and 
any work that brings me into close contact 
with them will always remain fresh and 
vital. 

“An accident with a horse four years 
ago brought me into close contact with 
the dental office. I experienced oral sur- 
gery and the shock of losing a few of my 
natural teeth. I learned how very impor- 
tant the attitude of the personnel of the 
office is in conditioning the attitude of 
the patient.” 





“My chosen ambition is to become a 
Dental Assistant. My interest was aroused 
in becoming a Dental Assistant through 
my early contact with orthodontia work. 
Each time I visited the orthodontist I be- 
came more and more interested in the 
duties of the Dental Assistant. I sJon be- 
came very inquisitive and began asking 
questions pertaining to dental assisting 
and what was being done to my teeth. 

“I chose Dental Assisting for my future 
profession for three main reasons. The 
one I consider the most important is that 
the job of Dental Assisting entails a 
variety of work, such as chair-side as- 
sistance, acting as a hostess, and doing 
secretarial work. Secondly, meeting dif- 
ferent types of people and conversing 
with them has always given me great 
pleasure and I feel that Dental Assisting 
offers me this opportunity. Thirdly, I 
want to give service to other people by 
helping them in any small way I can. 
Realizing that some people are afflicted 
with fright upon entering a dentist's of- 
fice, as I once was, I feel that I would like 
to help them overcome this fear.” 
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“All my life I have had bad teeth and 
have had a lot of work done on them. 
Every trip to the dentist brought new 
experiences and new curiosities. I was 
always interested in all of the jobs the 
Dental Assistant seemed to have. She al- 
ways seemed busy and every job she did 
was different and interesting. As I got to 
know the Assistant better she would an- 
swer my many questions and often let 
me watch her. I decided then and there 
that Dental Assisting was the job for me. 


“Upon graduation my goal is to become 
a very good and capable Dental Assistant. 
I plan to become an Active Member of 
the American Dental Assistants Associ- 
ation.” 





“I am working to be a Dental Assistant 
because I've found it a pleasant and 
practical solution to the problem: “What 
shall I make my career?” Dental Assisting 
offers an excellent opportunity for hard 
work. I knew I would have compensation 
for the hard work because I would be 
serving others. It enables me to work in 
a good environment. With the high pro- 
fessional standards it sets forth, I can 
learn and grow, striving each day towards 
improvement in my career. I like my 
choice, and am satisfied with it.” 





Ed. Note—Three Scholarship Awards 
will be given by the J. A. S. Scholarship 
Committee of the ADAA this year. Each 
student applying is required to submit a 
letter on why she chose Dental Assisting 
as a Career. These excerpts were taken 
from the letters of the 20 applications 
received. We are pleased that Joy Phil- 
lips, Committee Chairman, saw fit to 
share them with our readers. Some of the 
enthusiasm of these young girls, just be- 
ginning their career, might well be ab- 
sorbed by the “oldsters”. 
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Changes In The Virectory Uf AUAA Ufficers 


There is no list of changes of officers in this issue of the journal, because a new 
Directory will be made up and distributed during July or August. A copy will be 
sent to each State President and each State Secretary, and to each local society 
President. They are for the use of your Association and your Society. Board Members 
and Committee Chairmen will also receive copies. 


NEW AND RENEWED SOCIETIES 

CONNECTICUT—New Britain D.A.A. — 
Pres. Mary Regan, 1757 Stanley St., New 
Britain; Sec. Sue Peronace, 134 Vance St., 
New Britain. 

FLORIDA—Palm Beach County D.A.A. — 
Pres. Frances Cavanaugh, 609 Comeau Bldg., 
West Palm Beach; Sec. Jane Ross, 730 “M” 
St., West Palm Beach. 

KENTUCKY—Pennyrile D.A.S.—Pres. Loleta 
Kissler, 721 E. 11th St., Bowling Green; 
Sec. Mary Jo Wood, Price Building, Bowl- 
ing Green. 

LOUISIANA—Monroe D.A.A. — Pres. Dor- 
othy Theodos, P. O. Box 2626, Monroe; 
Sec. Beatrice Smith, 309 Bernhardt Bldg., 
Monroe. 


oR When and Where 


MICHIGAN—Washtenaw D.A.S.—Pres. Lu- 
cille Hall, 709 Church St., Ann Arbor; 
Sec. Winifred Melow, 32760 Five Mile 
Road, Livonia. 

MISSOURI—Columbia D.A.S. — Pres. Edna 
Trower, Exchange Natl. Bank Bldg., Colum- 
bia; Sec. Freeda Turner, 1502 E. Broadway, 
Columbia. 

MISSOURI—Joplin D.A.S.—Pres. Esther Rus- 
sell, 310 First Natl. Bldg., Joplin; Sec. Ida 
Sue Henderson, 513 Frisco Bldg., Joplin. 

SOUTH CAROLINA—Orangeburg D.A.S. — 
Pres. Irene Jones, 360 Middleton St., 
Orangeburg; Sec. Alberta O’Cain, 128 


Lovel St. S.E., Orangeburg. 
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American Dental Assistants Association’s 
Thirty-first Annual Session — October 17-20, 
1955, Sheraton-Palace Hotel, San Francisco, 
California. President: Ruth Doring, 85 Park 
Street, Montclair, New Jersey. General Secre- 
tary: Elma Troutman, 6 W. Shadyside Drive, 
Dayton, Ohio. Executive Secretary: Mary L. 
Martin, 410 First National Bank Building, 
La Porte, Indiana. 


STATE MEETINGS 
Colorado Dental Assistants Association—Oc- 
tober 2-6, Colorado Springs, Colorado. Presi- 
dent: Virginia Norton, 210 S. Weber Street, 
Colorado Springs. Secretary: Loma Meeds, 
1630 N. Franklin St., Colorado Springs. 


Georgia Dental Assistants Association—Oc- 
tober 2-6, Atlanta. President: Harriett Stone, 
V. A. Clinic, 212 Blun Bldg., Savannah. Sec- 
retary: Claire Williamson, 211 Medical Arts 
Bldg., Atlanta. 

Ohio Dental Assistants Association — No- 
vember 13-16, Hotel Hollenden. President: 
Ruth Waldock, 305 Western Sec. Bldg., San- 
dusky. Secretary: Dora Moseley, 311% Crog- 
han, Fremont. 

West Virginia Dental Assistants Association 
—July 24-28, Greenbriar Hotel, White Sul- 
phur Springs. President: Olive Steinbeck, 804 
Kanawha Banking & Trust Bldg., Charleston. 
Secretary: Blanche M. Carte, 901 Kanawha 
Banking & Trust Bldg., Charleston. 





HOW ABOUT YOU? 


Are you an active member 
The kind that would be missed, 
Or are you just content 

That your name is on the list? 
Do you attend the meetings 
And mingle with the flock, 

Or do you just stay away 

And criticize and knock? 

Do you ever go and visit 

A member who is sick, 
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Or leave the work to just a few 
And talk about the “clique”? 
Come to the meetings often 

And help with hand and heart; 
Don’t be just a member, 

But take an active part. 

Think this over, friend, 

For you know right from wrong— 
Are you an active member 

Or do you just belong? 


—Author Unknown 
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A JOURNAL FOR DENTAL ASSISTANTS DEVOTED TO INSTRUCTION - 
THE PERFORMANCE OF THEIR DUTIES AND TO SELF-IMPROVEMENT 
Bi-Monthly publication of the American Dental Assistants Association. Published for the 
purpose of encouraging the ethical and efficient conduct of dental offices. Publication 
of all statements, opinions, or data, is not to be considered as an endorsement 
of same by the journal or its publishers. 


EDITORIAL 


A NEW CHALLENGE — CIVIL DEFENSE 
By GLADYS TRIPHAHN, Contributing Editor 


For the last few years we have all been reading about and hearing about CIVIL 
DEFENSE. And that is about as far as it has gone—we know it EXISTS—but what 
IS it? How does it concern us—or does it concern us? Some will readily agree that 
it should be of concern—others that it is something vague the Government takes 
care of—little realizing that the Government is US. 

The U. S. Public Health Department is working hard to organize functional 
Federal, State and Local Civil Defense Administration Zones. One of the important 
persons on the staff of each Local Zone will be the Dentist. There is a manual 
printed by the U. S. Government Printing Office entitled, “The Dentist in Civil 
Defense”, which can be purchased for fifteen (15) cents, for sale by the Superinten- 
dent of Documents, U. S. Government Printing Office, Washington 25, D. C. 

And now that NEW CHALLENGE: the need is great for auxiliary personnel— 
we as Dental Assistants should make ourselves familiar with this work—and offer 
our services. If we belong to a large Local Society, it can become another active 
Committee, if the group is small, align yourselves with the Dental Society. 

The Certified Dental Assistants who have had First Aid Training will be of 
great help in organizing classes in “Mass Casualty Care,” under the supervision of a 
Red Cross worker. Another bulletin to help along these lines is: “Women in Civil 
Defense”, publication VM-2, at fifteen cents per copy, obtainable at the same address 
given above. It emphasizes the importance of women’s participation in the Civil 
Defense Program. 

Just about how many of you are wondering why the WAR SCARE, but it is 
not meant for that—quite the contrary—PREPAREDNESS— is the underlying idea, 
and it is vitally important to have trained workers as the situation is being taken 
much too lightly by the vast majorities. Teddy Roosevelt once said, “Tread lightly, 
but carry a big stick.” Our “big stick” can be PREPAREDNESS. 

We Dental Assistants who are already trained to work under many trying 
circumstances and emergencies would be easier to train for this work than the average 
business woman or housewife, that have had no training whatsoever along these lines. 

The potentiality of this program is great, so much so, that it is rather difficult 
to outline it at this time, it is something to be worked out in your own locality, so 
girls it is up to YOU and your Local Society to get behind our Dentists, who are 
giving unselfishly of their time, to become well trained. Your interest will be a 
great compliment to the entire Dental Profession, let’s continue with the first six 
letters of Assistant and ASSIST. 
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Lews O the NEWS 


By ALBERTA REED 
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“Behold, we know not anything; 
I can but trust that good shall fall 
At last — far off — at last, to all, 
And ever winter change to spring. 


Who loves not Knowledge? Who shall rail 
Against her beauty? May she mix 
With men and prosper! Who shall fix 
Her pillars? Let her work prevail. 
ALFRED LORD TENNYSON 


Because you are a dental nurse, do not 
embrace the thought that your love of 
knowledge ends when you have com- 
pleted the Certification Course, passed 
your examination and received your cap. 
There are lessons to be learned in peace- 
ful human relations and world peace 
must start with you. There are needs to 
be met in your state and national asso- 
ciation and you must supply them. There 
are benefits to be shared with the desti- 
tude innocent of the world and you must 
share them. Each word of kindness, each 
act of healing, each example of tolerance 
and each profession of faith you make 
can multiply into a far-flung chain to 
reach ‘round the world. YOU can min- 
ister to a hungry child in India, a bitter 
family in China, a rebellious victim in 
Korea, an indolent homemaker in Ha- 
waii, a ruined farmer in Oklahoma, a 
faithless lawmaker in Washington if you 
start where you ARE. 
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FIRST DISTRICT 
News from Maine 

The April meeting of the Maine dental as- 
sistants was held at the home of Mrs. Lawton 
in Lewiston, Me. Following dinner, a film 
entitled “The Utilization of the Dental Assist- 
ant” was shown. Announcement was made of 
the annual meeting to be held at the Samoset 
Hotel, Rockland, Me., in June. Nellie Orff is 
the Reporter for this group. 
News from New Hampshire 

June Landry, Reporter for the Southeastern 
New Hampshire Dental Assistants Society, 
proudly writes of the progress made by this 
“baby” society in its short life. Starting with 
9 members, it has increased its membership 
to 21, has completed its first Certification 
Course and has 6 certified members and 4 
who will sit for examination soon. The 1955- 
56 officers for this society were installed at 
a recent meeting of the New Hampshire Den- 
tal Assistants Association. This meeting was 
held in the home of Dr. George Hooz in 
Dover, N. H., with Evelyn Conlon, N. H. 
State President, serving as Installing Officer 
and Ella Curtis serving as Conducting Officer. 
The May meeting of the Southeastern Society 
was the Annual Banquet. Our hearty con- 
gratulations and best wishes for continued 
interest and growth goes to all New Hamp- 
shire dental assistants. 


THE DENTAL ASSISTANT 





—~*y sO pet Pe 


a 


~~ -— - & ew LC) ee ee YS OH COD Pe oO 


ee a a ee ee 





NT 





SECOND DISTRICT 
News from New York 


Gladys Stone, Publicity Chairman for the 
Dental Assistants Society of the First District, 
New York, announces that registration is now 
open for the sixth Extension Study Course. 
Classes will begin next October and all in- 
quiries about this course should be directed to 
Sylvia Dannenbaum, 700 W. 175th St., New 
York. 


The Richmond County Dental Assistants 
Society closed its season with the annual ban- 
quet at the South Shore Country Club, Staten 
Island, in June. Iris Poller was in charge of 
reservations and arrangements. 

The final meeting of the Elmira Dental 
Assistants Society was held in June and fea- 
tured election of new officers and the report 
of President Bettyjane Eskeli on the State 
Meeting which she attended. 

The Nassau County Dental Assistants 
Society recessed for the summer with a June 
Social. Mildred Meehan was in charge of ar- 
rangements. 

The Syracuse Dental Assistants Society 
proudly reports completion of its third Certi- 
fication Course. Dr. Carl Anderson, Chairman, 
and Dr. William Wein, Co-chairman, of Fay- 
etteville, N. Y., serving as examiners, were 
assisted by Alberta Spalding and Catherine 
Hauman. A schedule of new classes in the 
Extension Study Course may be secured by 
contacting Virginia Pandillo, State Tower 
Bldg., Syracuse, N. Y. 

The Dental Assistants Study Club of the 
Second District, N. Y., reports a most suc- 
cessful dinner meeting was held at the Gov- 
ernor Clinton Hotel during the State Meeting. 
Plans are under way for the next Extension 
Study Course and the evenings devoted to 
classes will be arranged to suit the majority— 
so get your vote in now! Contact Bea Gindea, 
1283 E. 21st St., Brooklyn 10, N. Y., for in- 
formation concerning these classes. Lee M. 
Taras, Reporter for the State of New York, 
sends us this news along with sincere thanks 
from the New York State Dental Assistants 
Association to the New York Dental Associa- 
tion for the encouragement and cooperation 
received during the Annual Meeting. 

News from New Jersey 

The New Jersey Dental Assistants Associa- 
tion held its Annual Meeting in April at the 
Hotel Traymore, Atlantic City, N. J. The 
meeting was well attended and presented fine 
educational lectures, clinics and posters. Corinne 
Kernes of the Essex County Society and the 
new State Vice President walked off with both 
the Clinic Cup and the Blue Ribbon Poster 
Award. The Monmouth County Society won 
the Membership Cup for its best percentage 
gain in membership. And New Jersey's “baby” 
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society, Plainfield County, shared honors with 
Monmouth County for the cup for percentage 
attendance at the meeting. The meeting closed 
with the luncheon honoring President Irma 
Adams at which time guest speaker Dr. Rankin 
presented an inspiring talk on “Civil Defense.” 
The Essex County Dental Assistants Society 
held its installation of new officers in May 
at the Savoy-Plaza Hotel, Orange, N. J., with 
the traditional candlelighting ceremony fol- 
lowed by the clever show “Trip Around The 
World” presented by the talented Essex girls. 
The June meeting presented guest speaker Mr. 
McGowan with his lecture on “Darkroom 
Technique” and an announcement by the 
Clinic Chairman of the stimulating program 
arranged for the opening of the fall season. 


THIRD DISTRICT 
News from Ohio 


The Northcentral Dental Assistants Society, 
Fremont, Ohio, held a “Get Acquainted Tea” 
for the purpose of increasing membership and 
to inform all dental assistants in the area of 
the functions and values available through 
membership. Every dentist in the area re- 
ceived an invitation to urge his dental assistant 
to attend this meeting. May brought a trip 
to Toledo, Ohio, with dinner at the Elks Club 
followed by a trip through the Dresch Labora- 
tories where they witnessed demonstrations of 
all the laboratory techniques. June brought a 
guest speaker, a representative of the Ames 
Dental Manufacturing Co. of Fremont, who 
demonstrated silicate techniques. The meetings 
for this society will close in July with the 
annual picnic. Eula Forgatsch prepared this 
news report. 

Gladys Hopkins, President-elect of Ohio 
State Dental Assistants Association, reports that 
the members of the Lorain County Dental 
Assistants Society joined in the field trip to 
Toledo in May for the inspection of the Dresch 
Laboratories. 

The Akron Dental Assistants Society held 
its April meeting in the Mayflower Hotel. 
Following dinner, guest speaker Dr. Fair- 
weather of the Akron Clinic presented his 
lecture on “Cancer of the Mouth.” The May 
mecting was the scene of the beautiful candle- 
lighting service for the installation of officers. 
Helen Thomas served as Installing Officer, 
Emelia Krstich as Conducting Officer and Isa- 
bel Woodward and Imogene Brubaker presided 
at the Table of Friendship. Annual officer 
and committee reports were read at this meet- 
ing. In May, the members of this group par- 
ticipated in an interesting and enlightening 
field trip to the plant of the Webber Dental 
Company, Canton, Ohio. The Annual Breakfast 
will take place early in June with plans for 
the program a closely guarded secret. Later in 
June the Akron girls will journey to Canton, 


27 















Ohio, to be guests of the Stark County Dental 
Assistants Society at its meeting. Akron will 
close its summer season with its annual picnic 
in July. Helen Thomas compiled this news 
for us. 

The Stark County Dental Assistants Society 
held a dinner meeting at the St. Francis Hotel, 
Canton, Ohio, in May. Following dinner, a 
lovely candlelight ceremony for the installation 
of new officers was held. Doris Glass served 
as Installing Officer, Beverly Gallon as Con- 
ducting Officer and Minta Birks presided at 
the Table of Friendship. Following installation, 
a display of posters made by members of the 
society was held. The June meeting will bring 
the annual visit of the members of the Akron 
Dental Assistants Society and a splendid pro- 
gram. 

The Ohio State Dental Assistants Associa- 
tion helds its Annual Mid-Year Meeting in the 
Van Cleve Hotel, Dayton, Ohio, late in May 
with the Dayton Dental Assistants Society 
serving as gracious and efficient hostess. Regis- 
tration opened Saturday morning and Satur- 
day evening brought the gala Dinner-Dance 
in the Main Ballroom of the Van Cleve. Music 
during dinner was furnished by Eleanor Ster- 
ling Haggard at the Baldwin Orga-sonic. 
Eleanor is a member of the Dayton society 
and also is a professional musician. Introduc- 
tions and the welcome were voiced by Ramona 
Amon, President of the Dayton Dental Assist- 
ants Society, and greetings were brought by 
Dr. M. R. Haley, Jr., President of the Dayton 
Dental Society. Sunday began with a Brunch 
and Members’ Conference in the Main Ball- 
room with Ramona Amon presiding. After 
reports and announcements from Ruth Wal- 
dock, President of Ohio State Dental Assistants 
Association, the conference was turned over to 
Elma Troutman, General Secretary of the 
American Dental Assistants Association, who 
conducted a stimulating and informative ques- 
tion-and-answer period. Special thanks for a 
job well done should go to Elma Troutman, 
to Dee Ewell, Program Chairman, assisted by 
Dorothy Zarley, to Ramona Amon and Do- 
lores Happle, to Louise Stonebraker, and to 
the doctors of the Dental Society for their 
help and cooperation. Honored guests in ad- 
dition to Elma Troutman and Dr. Haley were 
Lillian Hoffman, Immediate Past President of 
A.D.A.A., and Virginia Hoffman, 3rd Dis- 
trict Trustee of A.D.A.A. Component societies 
registered included Stark County, Lorain 
County, Akron, Northcentral, Northwestern, 
Columbus, Cincinnati, Keeley and Dayton. 
News from Maryland 

Helen Auer, Secretary of the Baltimore City 
Dental Assistants Society, is also its enthusi- 
astic and prideful Reporter, and justly so— 
her society has increased membership by 25 
members in the last year and it has been in- 
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strumental in organizing the Maryland State 
Dental Assistants Association! It was at a 
luncheon in the Lord Baltimore Hotel, Balti- 
more, Md., in May that the members of East- 
ern Shore Dental Assistants Society and the 
Baltimore City Dental Assistants Society, under 
the guidance of 3rd District Trustee Virginia 
Hoffman, organized and elected officers for 
the Maryland State Dental Assistants Associa- 
tion. Also in May, the regular meeting of the 
Baltimore City society was held with election 
of officers and the showing of the Miami 
Convention movie the order of business. The 
June meeting was held in the Elks Club when 
the impressive and solemn candlelight service 
was the scene of the installation of new of- 
ficers. At this meeting, for the first time in 
the history of the society, five honorary mem- 
berships were bestowed upon Dr. James O. 
Blythe, Jr., Dr. Harry Cooper, Dr. Marvin 
Graham, Dr. Henry Rostov and Dr. Edward 
Stone for their invaluable assistance and co- 
operation in dental assistant activities. 


FOURTH DISTRICT 
News from Alabama 


The 36th Annual Meeting of the Alabama 
State Dental Assistants Association was held 
in April at the Redmont Hotel, Birmingham, 
Ala. On Sunday, the Fifth District Society was 
hostess at a Tea with Alabama Past Presidents 
as honored guests. The meeting proper began 
with a tour of the University School of Den- 
tistry and a lecture entitled “Psychology of 
Fear” by Dr. Sidney B. Finn of the University 
staff. That evening another interesting lecture 
was presented by Dr. Polly Ayers, Birming- 
ham, on “Dental Prophylaxis.” Monday morn- 
ing found Grace Browning, 1st Vice President 
of Birmingham Dental Assistants & Hygienists 
Society, conducting the impressive capping 
ceremony when Mercedes Williams, Mary 
(Betsy) McCaskey and Jean Wilcox Coleman, 
all of Mobile, received their caps. Interesting 
and outstanding speakers presented an educa- 
tional program of value to the experienced as 
well as the novice dental assistant. Included in 
this program were Mr. Robert McRight of 
Dothan with “Creative Thinking,” Dr. J. W. 
Newman, Jr., of Austell with “The How and 
Why of Patient Education,’ Dr. Arthur H. 
Wuehrmann of Birmingham with “Hazards in 
Dental Radiography” and Mr. J. Carl Parker 
of Birmingham with “How to Consistently 
Make Good Models.” Six papers, nine Table 
Clinics and eight Posters contributed much to 
the educational program presented. The awards 
for best presentation went to Lenora Faulk of 
Dothan for her Paper, to Betty Sandlin of 
Birmingham for her Table Clinic and to Syble 
Taylor of Dothan for her Poster. Social activi- 
ties were not neglected for the Dinner-Dance 
honoring President Ernestine Lurie was a beau- 
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tiful and delightful affair. This annual meeting 
closed with the ever-lovely candlelight cere- 
mony for the installation of new officers. 

The Mobile Dental Assistants Society 
proudly announces that 21 of its members are 
enrolled in the Extension Study Course and 
are hard at work. It also announces “Welcome” 
to new member Mary Banks, hygienist at the 
City Hospital. 

The 4th District Dental Assistants Society 
of Birmingham presented guest speaker Mrs. 
Vera Bruhn, Executive Secretary of the Social 
Hygiene and Mental Health Association, with 
her lecture entitled “How To Get Along With 
People” at its April meeting. The May meet- 
ing brought the lecture “Periodontics” by Dr. 
Paul Huffstutler, Periodontist and Instructor 
at the Alabama University School of Dentistry. 
In June, the members heard Dr. A. M. Sellers, 
Member of the Alabama Board of Dental Ex- 
aminers, speak on “Laws Which Apply to 
Dental Assisting and the Practice of Dentistry.” 

At the last meeting of the 5th District 
Dental Assistants Society, the members were 
privileged to meet with the 5th District Dental 
Society to view a film on “General Anesthesia” 
and “Extractions with Elevators.” 

The Cullman Dental Assistants Society re- 
cently installed its new officers at a dinner 
meeting followed by the installation service. 

The 6th District Dental Assistants Society 
heard guest speaker Dr. T. H. Patton, Super- 
visor of Bryce Hospital, lecture on “Mental 
Health” at its May meeting. 

The Dothan Dental Assistants Society in- 
stalled its new officers in April, honoring 
them with a banquet and using the traditional 
candlelight service for installation. The May 
meeting of this group presented guest speaker 
Mr. R. L. Woodruff, local laboratory techni- 
cian, who lectured on “Handling Impressions 
and Setting Up Teeth.” Our thanks for this 
fine report of dental assistant activities down 
Alabam’ way goes to Lorraine Glausier, State 
Publicity Chairman, and to Grace Browning, 
Ist Vice President of the Birmingham Society. 


News from Florida 


The Florida State Dental Assistants Associa- 
tion held its Annual Meeting in April at the 
Seminole Hotel, Jacksonville, Fla., with a 
splendid educational program and delightful 
social program. The awarding of trophies was 
a high point of the meeting. The Miami 
Society walked off with a fair share of trophies 
including the Achievement Trophy to Betty 
Macy, the Friendship Trophy to Elizabeth Mer- 
sereau, 2nd Place Award for Poster to Maria 
Bothen, 2nd Place Award for Paper to Bobbie 
Oxar and Past President's Placque to Nell 
Prothero. Jacksonville Society didn’t do badly 
for its Dorothy Perry won the Co-operation 
Trophy, Louise Lee Coors won the Loyalty 
Trophy and Jane Buckner won the Clinic 
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Trophy. Georgia Cogswell of the Tampa 
Society received the lst Place Award for Pos- 
ter, Florence Ruud received the Ist Place 
Award for Paper and Midge Patton of the 
Orlando Society received the 2nd Place Award 
for Clinic. 

The Miami District Dental Assistants 
Society’s May meeting was a pool-side dinner 
followed by the regular business meeting. The 
guest speaker at this meeting was Dr. Hollis 
Garrard, noted dermatologist, with his splen- 
did lecture on “Anticipated Allergic Reactions 
in the Dental Office.” Recognition of new 
members took place at this meeting—the new 
members being Leta Bellamy, Jean Carpenter, 
Blanca Ramirez, Grace Martin and Brunell 
Berthe. The June meeting planned by this 
group will take the form of a “Dog Patch 
Party” and has as its purpose “Bring a Pro- 
spective Member.” This party will be held at 
Republican Headquarters and will feature Dog 
Patch costumes, round and square dancing and 
entertainment furnished by the talented (?) 
members of the society. It is with real regret 
that we received this last news report from 
Virginia Donnelly and we wish her well in 
her new home in Savannah, Ga. 


SIXTH DISTRICT 
News from Illinois 


The members of the Rockford Dental As- 
sistants Society again have earned the plaudits 
of all dental assistants everywhere. They were 
asked to assist in sterilizing all equipment 
necessary for the administering of the first 
Salk vaccine shots to school children by the 
Winnebago Medical Society and the Winne- 
bago Dental Society and 12 members volun- 
teered and gave a full day’s service in the 
schools. The girls were Helen Skiller, Polly 
Laude, Sharon Thomas, Shirley See, Ada Slye, 
Hazel Miller, Janice Axelson, Rosalie Gugli- 
otta, Donna Johnson, Kathy Mueller, Terry 
Shedesky and Lois Puls. Thank you, girls, for 
setting such a splendid example! 

The Chicago dental assistants have been 
serving their profession in extra-curricular ac- 
tivities as they have been invited to present 
clinics at doctors’ meetings by the component 
branches of the Chicago Dental Society. At 
the Kenwood-Hyde Park branch, these clinics 
were presented: “Developing and Mounting 
X-rays” by Georgia Angelopoulos and Aldine 
Bevers, “Surgical Assisting” by Arlene Leon- 
hardt and “Individualized Impression Trays” 
by Harriet Turner. At the “Clinic Night” 
meeting of the West Suburban branch, June 
Miller presented “Recalls,” Jeanne Ostermeier 
gave “Care of Handpieces,’ Ann Gattone pre- 
sented “Patient Education and Dental Health” 
and Lorraine Scapillato, President of the Chi- 
cago Dental Assistants Society, gave “Prepara- 
tion of the Patient for Oral Surgery.” 
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The North-Northwest-North Suburban Den- 
tal Assistants Society of Chicago installed its 
new officers with the traditional candlelight 
ceremony at its June meeting. The doctors and 
their wives were honored guests. The guest 
speaker was Dr. V. L. Diefenbach who spoke 
on “What the Dental Assistant Should Know 
About Public Health Dentistry.” Anne Cirone 
and Marilyn Hunt are the faithful reporters for 
this group. 

The June meeting of the West Suburban 
Dental Assistants Society, reports Jeanne Oster- 
meier, was a dinner meeting at the Carleton 
Hotel followed by the interesting lecture on 
“Endodontia” presented by Dr. Harold Ger- 
stein. 


Patsy Morgan, reporter for the Eastern IIli- 
nois Dental Assistants Society tells of the 
June meeting of this group when Dr. Stanley 
Thiel, noted pediatrician, spoke on “Child Be- 
havior,” laying especial emphasis on the be- 
havior of the mentally retarded child and its 
needs in a dental office. 

Illinois is doing well in the plaudits depart- 
ment. Now it is Rock Island Dental Assistants 
Society whose members have launched a pro- 
gram for the crippled children of its com- 
munity. The members are painting cans and 
clothes pins, dressing dolls, etc., with the 
children to teach them coordination and instill 
into them the desire to do things for them- 
selves. This group is proud of its members 
who presented clinics at the Illinois State 
Dental Assistants Association annual meeting 
in Rockford. They included Wanda Wilson 
with “Certification,” Beverly Gregory with 
“Kellerman Articulator” and Alice Sanders 
with “Helpful Hints in the Office.” All three 
girls are from Moline and Beverly Gregory is 
the girl in charge of the crippled children 
project. 

Maye Hawkins reports on the June meeting 
of the Western Illinois Dental Assistants 
Society. This meeting was held in the Hotel 
Lamoine and presented guest speaker Mr. 
R. N. Parmenter of the Du Pont Film Company 
who presented a movie and talk on the mak- 
ing of X-ray film and how to develop X-rays 
without error. 


The McLean County Dental Assistants 
Society installed its new officers at an impres- 
sive ceremony held in the Tilden Hall Hotel 
in June. State President Margaret Crosby 
served as Installing Officer, Immediate Past 
State President Marjorie Fowler served as Con- 
ducting Officer, and Peoria’s President Janet 
Lindenberg and State Secretary Helen Knoe- 
derle presided at the Table of Friendship. 
McLean County doctors and their wives were 
honored guests at the dinner preceding installa- 
tion. Guest speaker of the evening was Dr. 
Walter Winter, Decatur, Ill., counsellor for 
the Illinois State Dental Assistants Association. 





Another honored guest was Dr. Wm. L. John- 
son, President of the McLean County Dental 
Society, who brought greetings from his 
society. Maureen Wheeler was chairman of 
this delightful affair. The McLean girls are 
proud of members Maureen Wheeler and Car- 
roll Urban who presented a table clinic en- 
titled “Office Procedure with Surgical Pa- 
tients” at the Illinois State annual meeting in 
May. 

The Peoria Dental Assistants Society simi- 
larly is proud of its member Patricia Bergstrom 
who presented a clinic on bookkeeping entitled 
“Does YOUR SLIP Ever Show?” at the 91st 
Annual Convention of the Illinois State Dental 
Society in Peoria in May. And let us not forget 
the contribution the Peoria girls made when 
Janet Lindenberg assisted Dr. Phil Chain, 
Chairman of the Council on Dental Health, 
in examining 190 indigent children prepara- 
tory to their entering school. This operation 
was carried on in conjunction with the Peoria 
City Board of Health and the Peoria Dental 
Society. 

The last meeting of the Quincy Dental 
Assistants Society was an interesting one when 
it entertained the members of the National 
Secretaries Association. Each group explained 
and discussed the objectives and benefits of 
its organization and much of value was learned 
by each group. President Esta Mae Moore of 
the dental assistants reported the Extension 
Study Course for her society is well under way. 

Eleanor Roper of the Decatur Dental As- 
sistants Society reports the members have a 
summer membership campaign in progress. 
The June meeting of this group presented 
guest speaker Dr. File, noted psychiatrist, of 
Decatur in an interesting lecture. 

The Fox River Dental Assistants Society 
held its June meeting in St. Charles, Ill., and 
presented a representative of the Lederle Com- 
pany as guest speaker. State President Margaret 
Crosby was an honored guest at this meeting. 
As usual, Janet Lindenberg, State Publicity 
Chairman, is the enthusiastic and meticulous 
author of this report. 

News from Indiana 

The April meeting of the Evansville Dental 
Assistants Society was the election of new of- 
ficers for the year. 1955-56. The May meeting 
was the candlelight service for the installation 
of new officers and announcement was made 
of the State Meeting to be held in Indianapolis 
at the Sheraton-Lincoln Hotel when five Evans- 
ville girls will sit for their Certification Ex- 
amination. This report was sent in by Alyce 
Pfingston. 


SEVENTH DISTRICT 


News from North Dakota 


Ellen Welsh, faithful reporter for the North 
Dakota area, reports on the annual meeting 
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of the North Dakota State Dental Assistants 
Association held in May at Grand Forks, N. 
Dak., in conjunction with the 50th Anniversary 
celebration of the North Dakota Dental As- 
sociation. Hostesses Gloria Brunsvold, Janice 
Thompson, Ardis Nelson, Marlese Krejci, 
Alice Jacobson, Barbara Thompson and _Isa- 
belle Paschke were in charge of arrangements 
of social events. Clever entertainment was fur- 
nished by dental assistants Marlene Krejci, 
Barbara Thompson, Janice Thompson, Alice 
Jacobson and Connie Sollom. Honored guest at 
this meeting was 7th District Trustee LeVeta 
Lehn and a Life Membership Pin was pre- 
sented to Ellen Welsh by the Grand Forks 
Society for her devotion to its welfare. May 
saw the programs end for the summer 
for the Grand Forks Dental Assistants 
Society with a business meeting held in the 
offices of Dr. T. A. Osmundson. Guest speaker 
at this meeting was Mrs. Andrew Lawry who 
presented a demonstration on personal groom- 
ing and cosmetics. 


The Fargo Dental Assistants Society is a 
new society and making progress in planning 
meetings and securing informative material for 
programs. Best wishes for continued growth 
and success. 

News from South Dakota 


The South Dakota State Dental Assistants 
Association celebrated its Silver Annversary 
during its annual meeting held in Aberdeen, 
S. Dak., in May. The Banquet was the occa- 
sion for honoring Charter Member Harriett 
Darling, Treasurer of A.D.A.A. and presented 
a well-appointed Uniform Style Show by the 
Sparkle Uniform Shop of Sioux Falls, a short 
history of each of the Past Presidents of the 
society by Merle Andrews and a resume of 
events of the society for the past 25 years by 
Harriett Darling. Ione Powell served as a 
charming toastmistress. The Assistants Annual 
Luncheon was followed by the installation of 
new officers with Harriett Darling serving as 
Installing Officer and LaVeta Lehn serving as 
Conducting Officer. Presentation of awards fol- 
lowed with President Vyonne Mortenson of 
Vermillion receiving the Harriett Ayers Dar- 
ling Achievement Award, Wanda Lee Horrell 
of Vermillion receiving the Ione Powell Clinic 
Trophy for her clinic entitled “The Assistant's 
Role in Hydro-Colloid” and the Poster Award 
went to Martha Thomas of Sioux Falls. First 
honorable mention went to Carol Capin of 
Sioux Falls for her clinic on “Cold Cure Re- 
tainers,’ second honorable mention went to 
Audrey Javurek of Sioux Falls for her clinic 
on “Sterilization,” second place poster went to 
the Huron Study Club and third place poster 
went to Vyonne Mortenson of Vermillion. Two 
other girls contributed to the educational suc- 
cess of this meeting, namely Ann Schmidt 
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with her clinic on “Public Relations” and 
Joyce Dupraz with her clinic entitled “Acrylic 
Study Models.” Informative lectures available 
to all dental assistants attending included 
“Traumatic Occlusion—Fact or Fiction?” and 
“Periodontics, Diagnosis and Therapy” both 
presented by Dr. Balint Orban and “Functional 
Anatomy of the Tempromandibular Articula- 
tion” and “Histobiology of the Supporting 
Dental Tissue” both presented by Dr. Harry 
Sicher. 

The Sioux Falls Dental Assistants Society 
held its April meeting in the Pine Room of 
the Y.M.C.A. Guest speaker was Dr. Wendell 
Borst who presented an interesting film. 

South Dakota was well represented at the 
annual meeting of the Minnesota State Dental 
Association when Merle Andrews and Harriett 
Darling of Huron, Rachael White and Cherri 
Bailey of Parker, Rose DeHeer of Mitchell, 
and Audrey Javurek and Marjorie Kadinger of 
Sioux Falls attended. This fine report is the 
work of Ione Powell, State Publicity Chairman. 


News from lowa 


Dorothy V. Cummer, State Publicity Chair- 
man, reports on the 37th Annual Meeting of 
the Iowa State Dental Assistants Association 
held in the Kirkwood Hotel, Des Moines, Ia., 
in May. This was a successful meeting with a 
splendid attendance and activities started early 
Sunday morning when all Iowa girls qualified 
sat for their Certification Examination. Oriett 
Clark of Ames, Joy Middlebrook of Des 
Moines and Bernice Kinne of Fort Dodge 
served on the Examining Board. Registration 
opened in the afternoon followed by a Tea 
honoring Bessie Peterson, A.D.A.A. President- 
Elect and LaVeta Lehn, 7th District Trustee. 
Following an early morning session on clinics 
and posters on Monday, the business meeting 
brought greetings by Marvis Sanders, President 
of the Des Moines Society, and by LaVeta Lehn 
of O'Neill, Nebr., followed by the stimulating 
lecture on “Dental Office Administration and 
the Dental Aspects of Human Relations” by 
G. Archanna Morrison. Tuesday morning 
brought greetings from Bessie Peterson of 
Waterloo, Ia., the capping ceremony for certi- 
fied dental assistants and an address by Dr. 
Maury Massler of Chicago, Ill., entitled “The 
Dental Assistant in a Podontic Practice.” 
Luncheon was followed by the ever-beautiful 
candlelight service for the installation of new 
officers with Bessie Peterson, ADAA President- 
Elect serving as Installing Officer, Joy Middle- 
brook, Life Member, serving as Conducting 
Officer and Ellen Chinnow presiding at the 
Table of Friendship. The afternoon session pre- 
sented Mr. E. A. Tessien of Mason City, Ia., 
as guest speaker. The final day of the meeting 
presented 15 table clinics and 9 posters, all of 
which contributed much to the educational 
opportunities offered at this meeting. The table 
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clinics were presented by Margaret Brandhorst, 
Mildred Clemon, Gayle Horton, Anzanetta 
Lindsay, Grace Krohn, Jean Bennett, Almeda 
Flesher and Marvis Sanders, Neva M. Skinner 
and Betty Ann Rush, Alberta Houser and Lula 
Smyth, Alice Barclay, Mildred Yoast, Grace 
Moran, Bettie Parlee, Peggy Stevenson and 
Oriett Clark. The posters were submitted by 
Neva Mason, Doris Bode, Bertha Doolittle, 
Bernice Kinne, Naomi Person, Evelyn Culver, 
Mary Faber, Nelvina Scholten and Marcella 
Passow. 


EIGHTH DISTRICT 
News from Kansas 


The Hutchinson Dental Assistants Society 
installed its new officers at the Ranch House 
in a lovely candlelight ceremony with Alba 
Frye in charge of installation. The following 
meeting was the Annual “Bosses Night” with 
the doctors and their wives as honored guests. 
We thank Ruby Betts for this bit of news. 

Ellen Emmel reports on the doings of the 
Wichita Dental Assistants Society. It has come 
up with an idea for swelling the treasury— 
each meeting finds a homemade cake, pie, 
cookies or candy donated by a member on 
which chances are sold—someone goes home 
with a “goodie” and the exchequer benefits. 
A recent meeting of this group presented an 
interesting and unusual guest speaker in the 
person of Mr. Chun Cho, a native of Korea. 
Mr. Cho is an exchange student enrolled at 
Wichita University and he brought an inspiring 
talk, presented completely without notes and 
revealing personal wisdom and understanding 
mixed with a sense of humor. These girls also 
witnessed the film taken in Miami of the 
National Meeting held there last November. 

Zerah Mann, the faithful Publicity Chair- 
man for the Topeka Dental Assistants Society, 
writes of the educational features offered re- 
cently for Topeka girls. These programs in- 
cluded guest speaker Dr. Harry Cook with 
his talk and slides on “Oral Surgery,” Dr. 
Cook and Dr. Kirk Dutton with lecture and 
slides on “Implant Dentures’ illustrated with 
an in-person patient, Dr. Joseph Cassidy with 
his lecture and slides on “Anesthesiology for 
Children and Adults” and a round-table dis- 
cussion conducted by Alice Johnson, Dixie 
Magnuson and Cleo Staatz. 

Eleanor Gaines, President of the Harvey 
County Dental Assistants Society, writes of the 
recognition accorded the instructors of its re- 
cently-completed Extension Study Course. They 
called it an Appreciation Dinner which was 
held at the Harvey House, Newton, when the 
doctor-instructors from Newton, Halstead, Pea- 
body and Wichita were honored guests. 


News from Missouri 
The Kansas City Dental Assistants Society 
held a dinner meeting at the LaSalle Restau- 
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rant and presented Mr. Manny Perry, repre. 
sentative from Hettinger Brothers Dental Sup- 
ply Company, as guest speaker. His subject 
was “Care of Handpieces” including the new 
high-speed jobs. The following meeting of this 
group was a dinner meeting at Twin Oaks 
followed by a lecture, slides and actual demon. 
stration of “Vacudent” by Richard Harris, rep- 
resentative for Densco, Inc. 

The Springfield Dental Assistants Society 
helds its dinner meeting in the Grill Room of 
the Kentwood Arms Hotel, Springfield, Mo., 
with guest speaker Clarence Kooiker, M.D., 
of the United States Medical Center presenting 
his timely lecture entitled “Are Prisons an 
Asset or Liability?” New members, namely, 
State President Jean Grant who recently moved 
to Springfield, Cleo Denner, Mae Birch, 
Carolyn Raydon, Pat Roberts, Dixie Rust, 
Sally Stoll, Esther West and Lois Shoemaker 
were welcomed. 


A vote of thanks is due five girls from the 
Springfield society, namely, Irma Fieker, Mary 
Margaret Pachlhofer, Lois Fite, Dorothy Hyde 
and Irma Owen for driving to Columbia, Mo., 
and helping 11 girls there reorganize the 
Columbia Dental Assistants Society. This meet- 
ing was held in the office of Dr. Miller and, 
after reorganization, election of officers was 
held. 

The St. Louis Dental Assistants Society held 
its meeting in the Sheraton Hotel and pre- 
sented guest speaker Dr. Romie H. Miller, Jr., 
with his lecture on “Temporal Mandibular 
Disturbances.” 

The Poplar Bluffs Dental Assistants Society 
installed its new officers with the traditional 
candlelight ceremony with Ann Aubuchon in 
charge of installation. A hearty welcome was 
extended to new members Flossie Langley, 
Sherlene Chrisman, Minnie Taylor and Kay 
Hicham. A further highlight of this meeting 
was the showing of two films by Mr. Pete 
Aubuchon, one entitled “Telephone Courtesy” 
and the other of the National Convention in 
Miami. The following meeting of this group 
was held in the offices of Dr. Fred Holt, 
Dexter, Mo., and presented Mrs. Dwight Eden, 
originally from Honolulu, Hawaii, with her 
interesting talk on the Hawaiian Islands. An- 
ticipating the National Meeting in San Fran- 
cisco, girls? 

Jean Grant, Missouri State President, ex- 
tends hearty and enthusiastic congratulations 
and encouragement to the members of two 
newly organized component societies, Colum- 
bia and Joplin, Mo.—may we add our best 
wishes, too? 

We would call your attention to the report 
of the highly successful Bi-State Meeting of 
the Kansas State and Missouri State Dental 
Assistants Associations which appears here 
under Missouri news because it was held in 
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the Hotel Continental, Kansas City, Mo., in 
May. But we hasten to add that equal credit 
and appreciation are due Opal loerger, Editor 
of the Kansas State “Bulletin”, and Roena 
Bellmard, Editor of the Missouri State “Jour- 
nal”, for the meat of this report. The first event 


on the calendar was the Certification Examina-. 


tion held at the University of Kansas City 
when 27 Kansas girls (sorry we don’t know 
how many Mo. girls) were eligible for exami- 
nation. They were Marie Humphrey, Jane 
Cummings, Dorothy Dunlavey, Eleanor 
Gaines, Delores Thomas, Arlene Sloop and 
Annetta Unruh of Harvey County; Bonnie 
Bailey, Ruby Betts, Marvel Zeiset, Viola Easter, 
LaVida Haflich and Marcella Waddell of 
Hutchinson; Velma Bradshaw of Kansas City; 
Ruth Bulla, Bea Earl, Dorothy Hedburg, De- 
lores Howard, Dorothy Sitts, Eleanor Wolff, 
Mary Virginia Weber, Velva Lee Schuman, 
LaWanda Johnson, Betty Groover and Ruth 
Larkin Clark of Wichita; and special com- 
mendation to Bertha Rogers of St. Francis and 
Lois Pearce of Salina who completed their 
Certification Course by correspondence! After 
registration, a bus tour took the members at- 
tending the Bi-State Meeting to Quivira Lake 
Club House for a “Welcoming Party” with 
uniform fashion show and smorgasbord. At the 
general session on Monday morning greetings 
from ADAA President Ruth Doring of Mont- 
clair, N. J., from Dr. Wayne W. White, Presi- 
dent of Missouri State Dental Association, from 
Dr. James B. Sherry, President of Kansas State 
Dental Association, and an interesting lecture 
on “The Psychology of Handling Patients” by 
Dr. L. D. Pankey, Coral Gables, Fla. were 
heard. The afternoon session brought greetings 
from ADAA 8th District Trustee Mae Collins 
and an informative lecture by Dr. Kenneth L. 
Urban, Capt. DC US Navy, Dental Techni- 
cians School, Great Lakes, Ill. Monday evening 
was devoted entirely to the gala Dinner-Dance 
held in the Hotel Continental. Tuesday morn- 
ing presented two educational lectures, one by 
Dr. Ralph E. Stucky, Assistant Director of 
Cook-Waite Laboratories, New York, N. Y., 
on “General Asepsis in Local Anesthesia” and 
the other by Mrs. Violet Corcoran of the 
Southwestern Bell Telephone Company on 
“Your Voice IS You.” Early afternoon found 
the dental assistants in the Municipal Audi- 
torium where they were guests of the Dental 
Associations for a panel discussion on the sub- 
ject “Adequate Dental Care from the Cradle 
to the Grave.” The panel members were Dr. 
Maury Massler, Dr. George Hollenbach, Dr. 
Elbert C. Thompson, Dr. L. D. Pankey and 
Dr. S. Howard Payne. The balance of the after- 
noon was devoted to the Continuous Motion 
Picture Clinic on Selected Subjects monitored 
by Dr. Leonard Carr of Kansas City, Mo. The 
final day of the meeting brought greetings 
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from Dr. A. F. Schopper, Kansas City, Mo., 
ADA 6th District Trustee, and Dr. Wm. R. 
Alstadt, Little Rock, Ark. ADA 12th District 
Trustee and closed with the combined installa- 
tion of new officers in an impressive ceremony 
with Ellen Emmel, Winfield, Kan. serving as 
Installing Officer and Dorothy Jennings, Kan- 
sas City, Mo., as Conducting Officer. The final 
feature of the meeting was the review of table 
clinics in the Municipal Auditorium. 


NINTH DISTRICT 
News from Washington y 


Doris Murphy, Pub#€ity Chairman for the 
Seattle District Dental Assistants Society, sends 
news of the final meeting of this group for 
the summer. It was a dinner meeting held in 
May and presented Dr. Cecil Feasel, President 
of the Seattle District Dental Society, as guest 
speaker. Dr. Feasel also announced the Board 
of Advisots for the assistants’ society for the 
ensuing yéar who are Dr. Ralph Tjarnberg, 
Chairman, Dr. Paul Chilton and Dr. J. W. T. 
Anderson. Lois Kryger, ADAA 9th District 
Trustee and guest of honor at this meeting, 
spoke briefly and then presented the Madge 
Achievement Trophy to Dolores Krier. The 
meeting closed with the solemn service for 
the installation of new officers. 


Bettijane Whidden is the Publicity Chair- 
man for the Olympic Peninsula Dental Assist- 
ants Society and advises it held its final meet- 
ing in May when announcement was made 
that the four members who sat for their Cer- 
tification Examination at the State Meeting had 
passed. Our congratulations go to Clare Per- 
cival, Sheila McCabe, Betty Christopher and 
June Jones! Sheila McCabe won further con- 
gratulations for bringing home the second 
place trophy for her clinic entitled “Assisting 
in Processing Indirect Inlays.” The members 
of this group will join the members of the 
Dental Society for a summer picnic to be held 
at the Lake Crescent home of Dr. Gail White. 

Arva Burgen of Camas, Wash., President of 
the Vancouver District Dental Assistants 
Society, proudly writes of the signal honor re- 
ceived by her society at the recent State Meet- 
ing when Vancouver District was awarded the 
Membership Trophy for increasing its mem- 
bership by 100 per cent. Good work! 

Eleonore F. Alvarado, State Publicity Chair- 
man, reports on the State Meeting held in the 
Hungerford Hotel with President Helen Flem- 
ing presiding. ADAA 2nd Vice President Mag- 
dalene Kulstad and ADAA 9th District Trustee 
Lois Kryger were honored guests at this meet- 
ing. Dr. Daniel F. Lynch, ADA President, 
brought greetings. The Annual Banquet was 
held in the Washington Athletic Club and the 
highlights of the evening were the impressive 
installation of new officers and the presenta- 
tion of awards. Table clinic awards were: Ist 
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THREE PRESIDENTS TOGETHER IN TEXAS 


Left to right: Genevieve Dieter, Pres. San Antonio Society; Lois Solomon, Pres. T. D. A. A., and 
Ruth Doring, Pres. A. D. A. A. See Report of Texas Meeting below. 


place to Doris Murphy of Seattle for “Dietary 
Control of Children’s Caries,’ 2nd place to 
Sheila McCabe of Port Angeles for “Assisting 
in Processing Indirect Gold Inlays” and 3rd 
place to Patricia LaRiviere of Seattle for “Sav- 
ing Time in Changing the Child Patient.” The 
Membership Trophy went to the Vancouver 
Society and the Poster Award went to Dorthea 
Wasel of Bellingham. 


TENTH DISTRICT 
News from Texas 


The meeting of the Texas State Association 
was held in San Antonio May 2-6, and was 
attended by 142 members. The most distinctive 
city in the state is always an interesting place 
to gather—and the effort of the San Antonio 
members to make the meeting an outstanding 
one is never lacking. The new Texas President 
Dorothy Faulk hails from San Antonio, and 
if the meeting was an example of her leader- 
ship ability, Texas is assured of being in good 
hands for the year to come. 

There were two general sessions at which 
outstanding speakers were heard. The business 
in the house of delegates ticked off with clock- 
like precision under the capable presiding of 
President Lois Solomon. 
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Ann White, chairman of the Membership 
Committee, reported a membership of 408 to 
that date. 

We were honored by the presence of the 
President of the ADAA, Ruth Doring, and 
10th District Trustee, Marion Small, at the 
meeting. The visiting celebrities were met at 
the airport in true Texas fashion—they were 
presented 10 gallon hats, whisked into a Cadil- 
lac convertible which sped through San An- 
tono’s busy streets behind a police escort to 
the hotel. Yes, they made it in time for “Queen 
Solomon’s Ball,” given in honor of President 
Lois Solomon. After the ceremony of the 
Crowning of the Queen, which as ably em- 
ceed by Mr. Larry Moriarty, the national, state, 
and local presidents were photographed to- 
together—see above. 

To Dorothy Faulk, Lucille Price, Helen Wat- 
son, Genevieve Dietor and all the San An- 
tonio members goes the praise for a wonderful 
meeting. 

Fern Wells is the Reporter for the South 
Plains Dental Assistants Society whose regular 
meeting was held in the Caprock Hotel, Lub- 
bock, in the form of a dinner honoring the 
doctors. Mr. Bernie Haire and Mr. Bob Mick- 
elson presented and explained the film “Ac- 
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curacy and Speed in the Use of Hydro-colloid,” 
Mr. Mickelson presented a clinic on “The Care 


| of the High-speed Handpiece” and Mr. Shay 
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Wester presented a clinic on “Pouring Dies 
from Hydro-colloid Impressions.” 

Earnestine Butler reports for the Fort Worth 
Dental Assistants Society and writes of the 
meeting held in the Hilton Hotel when the 
“Membership Drive” kit was launched. Each 
new member adds another length to the tail 
of the kite. Guest speaker of the evening was 
Steve Ann Montgomery of Dallas who pre- 
sented an inspiring and illuminating talk on 
“Responsibility and Regular Attendance” and 
took the girls upon an investigative trip to 
Central Office via her “Flying Carpet.” 

Ruby Branson, Reporter for the Smith 
County Dental Assistants Society, writes of two 
recent meetings of this group when guest 
speaker Mr. Joseph of Joseph’s Beauty Salon 
spoke on “Care of the Hair’ and Dr. Gus 
Pinkerton, Chairman of the Dental Health 
Council of the Texas Dental Association, spoke 
on the broad and extremely necessary work 
of the Council. With regret we say “fare- 
well” to State Reporter Virginia Harpstrite for 
it has been a real pleasure to work with her. 
News from Arizona 


That bouncy, and busy Marion Small writes 
a glowing account of the Sth Annual Meeting 
of the Arizona State Dental Assistants Associ- 
ation held in Coolidge, Ariz., in April. ADAA 
President Ruth Doring was an honored guest 
at this meeting and brought greetings and an 
inspiring message. Other guest speakers in- 
cluded Lt. Col. F. $. Covington of the Ground 
Observers Corps, ADAA 3rd Vice President 
Joy Phillips and ADAA 10th District Trustee 
Marion Small. Complete revision of By-Laws 
and the Proposed Budget were presented and 
accepted. The candlelight service for the in- 
stallation of new officers was beautifully con- 
ducted by ADAA President Ruth Doring aftet 
which awards to the following persons were 
made: Julia Farrell of Phoenix received the 
Clinic Trophy, Jeannie Stroud of Tucson re- 
ceived the Paper Trophy, Helen Gipson of 
Phoenix received the Poster Trophy and the 
Nita Browning Achievement Trophy went to 
Joy Phillips of Phoenix for her work as chair- 
man of the By-laws Committee. Delegates to 
the National Meeting in San Francisco were 
elected and were Billie Ruth Noack, Arizona 
State President, and Bernetta Lee Henze, Tuc- 
son President. 

The April meeting of the Tucson Dental 
Assistants Society was the traditional candle- 
light ceremony for the installation of the new 
officers. Following this service, honored guest 
ADAA President Ruth Doring presided over 
a beautiful capping ceremony for 10 Arizona 
girls who successfully passed their Certification 
Examination. These ceremonies were held in 
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the patio of the home of Dr. Roy Williams 
and many local doctors and their wives were 
guests of the society for this event. The May 
meeting was highlighted by the presentation 
of a colored movie film of the April meeting. 
Mrs. Roy Williams presented the film. 
News from Utah 

Gwenivere Frampton, retiring President of 
the Utah State Dental Assistants Association, 
reports in glowing detail of the successful Sth 
Annual Meeting of the association held late 
in April in Ogden, Utah. Following registra- 
tion and general assembly, a series of lectures 
presented by enthusiastic and forceful speakers 
on “The Future is Yours,” “Tomorrow's Hori- 
zons” and “What Your Boss Expects of You” 
expressed the general theme of this meeting 
as an emphasis on the important principle of 
human relationships. Nita Browning, ADAA 
By-laws Chairman, presented a comprehensive 
message on duties of officers, correct attire in 
a dental office and information on Certifica- 
tion correspondence courses. After luncheon at 
“Top of the Town,” Elfredia Tanner, dental 
hygienist, presented her talk on “Patient Edu- 
cation” and Dr. Paffenbarger of the Dental 
Research Division of the Bureau of Standards 
presented his lecture on “Dental Research and 
Its Application to Chairside Practice,” supple- 
menting his talk with slides. Two skits, one 
entitled “This We Have Learned” and em- 
phasizing the value of education and the other 
entitled “Devil Net” stressing the benefits of 
certification were enjoyed by all. The educa- 
tional value of this annual meeting was further 
enhanced by the presentation of six clinics and 
seven posters by participating dental assistants. 
The Annual Banquet climaxed and concluded 
the activities of the dental assistants. Follow- 
ing dinner, a program presented by Ogden 
talent entertained the guests and then the 
coveted award presentations were made. The 
poster Trophy went to Deon Baird, President 
of the Ogden society, the Clinic Trophy went 
to Doris Brown of Ogden, and the Achieve- 
ment Trophy was awarded Mary Ann Rodgers, 
Utah State Secretary. State President gavel 
guard was presented to Gwenivere Frampton, 
retiring State President. The impressive candle- 
light ceremony for the installation of new 
officers followed with Nita Browning serving 
as Installing Officer, Ruby Roach as Conduct- 
ing Officer and Leona Peterson presiding at 
the Table of Friendship. 
News from Colorado 

Betty Jane Armagast, Colorado State Vice 
President, writes an interesting report of the 
activities of dental assistants in Colorado. This 
state association now has five component 
societies and hopes to organize two more be- 
fore the state meeting in October. The five 
are Denver, Colorado Springs, Weld County, 
Boulder and Pueblo. 
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State President Virginia Norton and State 
Secretary Loma Meeds were present at the 
recent installation service for new officers of 
the newly-reorganized Pueblo Dental Assistants 
Society. 

The Weld County Dental Assistants Society 
reports its members are at the half-way mark 
in their Extension Study Course. 


ELEVENTH DISTRICT 
News from California 

From Peggy Kumm Webber, perennial Re- 
porter for the 4th District Dental Assistants 
Society of California, comes news of the inter- 
esting meeting held at Burbank, when guest 
speaker Mr. Robert Stone of the FBI presented 
an interesting talk on “Workings of the FBI”. 
The following meeting of this group was a 
preview of the clinics to be presented by 
members at the State Meeting in May. Guest 
speaker at this meeting was Dr. S. R. Kunkel 
with his timely and helpful talk entitled “Of- 
fice Nurse-Patient Relationship.” The May 
meeting of this group, held at the Oakmont 
Country Club in Glendale, was the annual 
Mother’s Day program with Shirley Smith and 
Louise Willmore in charge of the affair. A 
uniform fashion show, with dental assistants 
as models, was a feature of the evening. Proud 
announcement was made of the awarding of 
an ADAA Life Membership to member Viola 
Holmes. 

Welcome to Cosetta French, Reporter for 
the Contra Costa Dental Assistants Society, 
Richmond, Calif! Recent educational features 
of the meetings of this group included Mr. 
Alfred T. Bradison, Roentgenology Technician, 
giving his comprehensive on “X-Ray” and his 
chairside demonstration, and the ably-guided 
tour of the Richmond Art Center by Mrs. 
Hazel Salmi, “Woman of the Year” in Rich- 
mond, when members viewed not only many 
cultural mediums and products but a complete 
gallery of dental posters. The following meet- 
ing was a joint meeting with the Diablo Den- 
tal Assistants Society and guest speaker was 
Mrs. Myrna Bouware, R.N. and Anesthetist, 
who spoke on “Anesthesia.” The annual “Boss- 
es Night” was a purely social evening with 
the theme “Tulip Time In Holland.” The May 
meeting was held in the new quarters of the 
Contra Costa Junior College with Miss Wilma 
Wright of the college staff presenting her talk 
on “Personal Development.” Seven dental as- 
sistant students will complete their course at 
the college this June. The June meeting of this 
group will bring a talk on the timely subject 
of ‘Juvenile Delinquency” and will have mem- 
bers of the Berkeley Dental Assistants Society 
as guests. 

Hazel Torres, Reporter for the Los Angeles 
Dental Assistants Society, reports on the re- 
cent and successful “Crystal Convention” when 
the Southern California Dental Assistants As- 


36 





sociation held its 15th Annual Meeting at the 
Hotel Statler, Los Angeles, with the Los An- 
geles society again serving as gracious hos- 
tesses. Guest speaker Dr. Blanche G. Bobbitt, 
Ph.D., spoke on “The Role of the Dental 
Assistant in Daily Health Education,” Dr. John 
L. Woehler brought his “Buffer and Diplo- 
mat” and Joseph C. Risser, M.D., spoke on 
“Your Health and You.” Other honored guests 
at this meeting included Dr. A. E. Saunders, 
Dr. John Steen, Dr. Leslie A. Wingfield, Dr. 
Edwin Harvey, Dr. Minor, Mabel Lyons, Past 
President ADAA, Magdalene Kulstad, 2nd 
Vice President ADAA, Mary Ann Whalley, 
llth District Trustee ADAA, Nancy Konins, 
No. Calif. President, and Dorothy Wilder, San 
Francisco President. It was announced that 63 
qualified dental assistants sat for their Certifi- 
cation Examination. A Juliette Southard Schol- 
arship has been established to aid a qualified 
student to pursue dental assisting studies at 
Los Angeles City College. The climax of this 
annual meeting was the “Awards and Installa- 
tion” luncheon. Awards were given Viola 
Holmes and Violet Hanson for their 25-year 
memberships in ADAA and Ina Cox received 
the Longevity Award for 20 years continuous 
service as a dental assistant. At the installation 
service of the new officers, Dr. Leslie A. 
Wingfield, Past President of Los Angeles 
Dental Society, served as Installing Officer and 
was assisted by Magdalene Kulstad and Mary 
Ann Whalley. 


News from Hawaii 

“Aloha” and “Looking forward to San Fran- 
cisco” comes from Annie Kerr in Honolulu. 
A recent meeting of the Honolulu County 
Dental Assistants Society, held at the Queen's 
Surf, presented guest speaker Mr. W. P. Bel- 
lando with his interesting lecture entitled 
“Why X-Rays” which he illustrated with slide 
covering various types of x-rays. The film 
“Dental Assistants—Their Effective Utiliza- 
tion” was loaned by the Hawaii Children’s 
Dental Society and used on this program. A 
special welcome was extended to five new 
members, namely Patsy Okamura, Amy lyoke, 
Florence Mizuta, Miyoko Kotada and Makoto 
Little. The following meeting of this group 
was a business and planning meeting, with 
plans for the Hawaii-California Dental Meet- 
ing in June completed, followed by two films 
on “Target Tooth Decay” and “Save Those 
Teeth.” Again two members were introduced. 
They were Edna Oliveira and Mona Umemoto. 
The Evergreen was the gathering place of 
members for the May meeting. Following din- 
ner, guest speaker Dr. Floyd Sandberg pre- 
sented his lecture entitled “What the Dentist 
Expects of the Dental Assistant.” The meeting 
closed with the viewing of two films entitled 
“Dental Health How and Why” and “Planning 
on Good Eating.” 
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The Complte Unit... 


Bright beauty in this slim, new model by 


SPECIAL FEATURES: 


Solenoid valve water control 
Satin chrome finish sub-base 
Perma-mold aluminum unit base 


45° ultra hi-speed cord arm 


New, quicker heating warm air 
syringe 


Lower bracket table—41” from floor 
No-drip Bunsen burner wax tray 


Handpiece speeds in excess of 
13,000 R.P.M.! 







...and 
\t introducing the 


WuLTRA COOLANT” 





© Controlled by a foot-op d switch 
© Noisel °c d stream for 
better visibility-NO DRIP! © Increases 
patient comfort ( . . . an “extra” easily 
attached to all Weber units. See your 
Weber dealer.) 





= 


Doctor, you have a RIGHT t 


The WEBER DENTAL MFG. CO. 


CANTON 5, OHIO and dealers in major cities 


* AUGUST 
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Convert your 


old W)g-\-BUg 


Patented 


inte \\ | 1 // 


an up-to-the-minute, 
bright, WHITE 
model . .$395° 








oF 


a shiny, BLACK, 
streamlined 
model . .$3409° 


F.O.B. Factory Model 5A-B 


?) +) To bring your old Model 3A Wig-l-bug right up to date, ship it 
: to Crescent, We check and clean thoroughly. We replace the 
mechanical timer with a new electric timer. We completely over- 
haul the motor, supply new wires where required. And we remount the mechanism 
in a new bright, white housing . . . or a new lustrous, black housing whichever 
YOU prefer. This offer only to 110 yolt, 60 cycle machines. The cost? Only $39.50 
for the change-over to the new white housing, only $34.00 to the new black hous- 
ing. F.O.B. Factory. 

If you have a Model 5A Black Wig-l-bug and want to change over to a white 
housing your dealer salesman can do it for you. White Housing only $10.00, 
F.O.B. Factory. If Black Housing is returned a credit of $5.00 is allowed against 
above prices. 


Ask your docter to have the conversion made while you are 
away on your vacation to avoid being without the use of 
your Wig-L-Bug. 

Delivery in about 2 weeks. 


CRESCENT DENTAL MFG. CO. 
1839 S. Pulaski Road, Chicago 23, Illinois 
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; Let OUR Experience Be YOUR Guide! 


“One of the first things the doctor impressed upon me when 
I started working for him was the importance of buying only 
the finest dental products . . . products that were produced by 
established, reliable concerns. He used as his example Cook- 
‘ Waite Laboratories. 

“His point was that here was a company whose dental products 
—local anesthetic solutions and sundries — were backed by 
exhaustive laboratory and clinical research. 

“And he pointed out, also, that when Cook-Waite came out 
with something new, you could be sure it was good . . . not just 
something new that would have to stand the test of time. 

“Since our first talk, I have found out just what he means, 

“Take it from one who knows... you’re missing a chance to 
help your doctor if you don’t see that he knows all about the 
famous Cook-Waite dental products.” 


F Ae 
AITE 
boraliuss, &, 1450 Broadway, New York 18, N. Y. 
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DENTAL DIVISION 








3 more improvements 
in 


Ney Chayes Attachments 


tor “partiais without clasps.’’ 


The male has always been made of that 
exceptionally costly ($4.05 per dwt.) but wear- 
resistant material, NEY-ORO Attachment Metal... 
with Brinell Hardness of 165. 


Previously the reinforcing plate of the female it 
was made of softer material, BHN57. LU 
Recently we built a test rig and found that 

wear between male and female could be further 

reduced by making the reinforcing plate also of 
NZY-ORO Attachment Metal. That change is now in effect, 
giving the additional advantages that the females are 


noticeably stiffer and more difficult to distort. 


We greatly strengthened the male, which looked 


like this, (<>) by redesigning it to this..-—* 
SP A 
c ie 


The groove which guides the adjusting tool needle 
was relocated where it couldn't weaken the shank, 


and the shank was further stremgthened with fillets. 


The NEY CHAYES ATTACHMENT is BETTER THAN EVER!!! 


wx, (ol 


THE J. M. NEY COMPANY = /since i812 


HARTFORD CONN. 
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“DON’T OVERLOOK 
THIS OPPORTUNITY TO BUILD RESPECT 
WITH PARENTS AND CHILD PATIENTS 


Fractured teeth are common and serious occurences. Rough games, drinking fountain 
accidents, and minor auto collisions are just a few of the causes. When such an emergency 
happens the dentist must treat the tooth rapidly and effectively to save the tooth. 

Rocky Mountain’s new permanent Anterior Crowns provide a more positive method of 
caring for such emergencies. They are readily adapted and the dentist can rely on their 
standing up indefinitely. As a matter of fact, the patient can chew on them only a few hours 
after treatment and they will withstand rough abuse thereafter. 


Other Uses: 


4=— OPEN FACE CROWNS: Loter if the patient wants a more aesthetic 
result, it is a simple matter to m&ke an open face crown by removing the 
labial. 


4— JUMPING CROSS BITES: They are also proving very effective as a 
means of correcting locked anteriors. 

If your boss wishes a small Emergency Kit assortment of these crowns 
(only $5.40), contact your dealer. If you wish additional information, just 
mail the completed coupon. We will be happy to send you a technical 
brochure. 

















aS te Seen bia ays THT eee oe sas Cad 
MOUNTAIN METAL PRODUCTS CO” 
BOX 1887, DENVER 1,COLORADO 
Please send brochure on permanent Central Crowns 


ROCKY 


TO. 
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As in nature, the principle of countershading or protective 
coloration conceals the squirrel shown here in its own en- 
vironment, so also does Densene “33” Varihued coloration 
conceal the denture in the patient’s mouth. 

Protective coloration is an integral part of Varihued den- 
ture plastic .. . dispersed naturally through-and-through the 
denture as the material is mixed and cured. 

In the mouth, Varihued blends into the tissues surround- 
ing it... creating the illusion of “living tissues” that cannot 
be approached by surface color techniques. 

Use or specify Varihued Densene “33” for your next 
denture, observe it in your patient’s mouth, hear it' praised! 


AVAILABLE THROUGH YOUR DEALER 
DENSENE ‘'33”’ 





DENTURE PLASTIC 


COSMOS DENTAL PRODUCTS, INC. °* 653 ELEVENTH AVENUE * NEW YORK CITY 











kiven on days like this... 


DINTREX 


€ 


is dentistry’s 2 : 
“best-behaved silicate’ =z 


Atmospheric conditions play virtually no part 
in the behavior of silicate fillings .. . when you 
use Syntrex. Rain or shine, hot or cold, you 
can count on Syntrex to mix easily and set 
promptly. You can depend on rapid develop- 
ment of strength . . . and welcome resistance 
to washing out. 


In addition, the range of shades vastly simpli- 
fies the process of color-matching. You'll agree 
that Syntrex meets your qualifications for an 
ideal silicate. 


For modern materials 
call on 
CAULK 
Milford, Delaware 


THE DENTAL ASSISTANT 

















HG 


: 
ff 
Lt 





ij 


Wid 
LETT, Fe 

\ 
SN 





Y 


f 


bell mt 
ha 
~ 
I a 
ie 2 


4ff, 
Uy 
vf 4 





Vf 
VA 














prove Baking Soda can be 
recommended with confidence 


FREE Children's Booklets. We would like F i” ] 
to send you children’s booklets for | j 


your waiting room. They are approved } } 
by leading educators. Just write to Ag 
us at the address below. ea 


Church & Dwight Co. Ino 


70 Pine Street New York 5, N. Y. 
BUSINESS ESTABLISHED IN 1846 
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10 IMPORTANT REASONS 
for Using STIM-U-DENTS 


Literally thousands of dentists have written us attesting 
the merits and effectiveness of STIM-U-DENTS ... We 
hope you are taking advantage of their many specific uses: 


@ ror sor sroney, ARIAS a 


GUMS @ CLEANING AROUND 
@ FOR RECEDING GUMS BRIDGES 


@ THE TREATMENT OF VIN- 
CENT’S INFECTION AND @ EFFECTIVELY USED WITH 


OTHER GUM PATHOSIS ORTHODONTIC 








A 
@ AFTER PROPHYLAXIS APPLIANCES ouvemlie aa eee 
@ EXCESSIVE CALCULUS @ REVEAL CAVITIES AND PYORRHEA 
ACCUMULATION LOOSE FILLINGS and } 


GINGIVITIS 
Ask for FREE SAMPLES for Patient Distribution 


Simply mail this ad with your professional card or letterhead 


SAFE Gg TI M ~ U ~ D F & T 5 EFFECTIVE 
SANITARY —— 
14035 WOODROW WILSON AVENUE * DETROIT 38, MICHIGAN 


DA 6-55 











The S. S. White Dental Mfg. Co. 
Has a Complete Stock of 





Dental Assistants’ Products 


Laboratory Equipment Equipment Polish 
Laboratory Supplies | Handpiece Lubricants 





Filling Materials Equipment Lubricants c 
Precious Metals Waste Receptacles 
Casting Golds Cotton Holders 
Impression Materials Engine Drills 
Sundries Spatulas 
A Symbol of Quality __ Instruments Appointment Books 
Mixing Tablets Record Cards 
Wherever DENTI sT RY Dappen Dishes Examination Blanks 
Is Taught and Practiced office Knives Alphabetical Guides 
“OVER A CENTURY OF SERVICE TO DENTISTRY” | 
THE S.S.WHITE DENTAL MFG. CO. 


2c) &. FT WEL Pe eee eT, PMILADELP HEA PA 
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Neuf 
) tissue tinting 





or. to ADAA Convention 
| in just 15 minutes in October 


Here’s the revolutionary new 


terial that gi dentures that Plan to travel to or from San 
m7 “aida te tae at Francisco via the scenic Pacific 
long last, a fool-proof tissue-tint- Northwest on the luxurious Vista- 
ing material that is easy to Dome North Coast Limited. Now 
se handle .. . errors are easily cor- a friendly stewardess welcomes 
\ rected . . . alterations quickly you aboard—another thoughtful 
made. Justi LIQUACOLOR is dur- extra on one of the world’s extra 

able and absolutely colorfast. fine trains! 
YELLOWSTONE NATIONAL PARK 








is right on the way and you can 
conveniently include a one-day 
park tour in your convention 
itinerary. 

For free illustrated folder on 
travel to San Francisco, with sug- 
gestions for interesting side trips 
and diverse routings, please write 


M. M. Goodsill, 


878 Northern Pacific Railway 
Kit of 9 bottles, camel’s hair St. Paul 1, Minn. 


brush, 3 shade plaques and $1.50 


spool of nylon 





*Perfect for the dental assistant for mak- 
ing custom alterations right in the office. 


By the makers of S-R Teeth 


| & 


H. D. JUSTI & SON, INC., Phila. 4, Pa. 
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A Tip for Better Prophylaxis 


The tip developed as the ideal 






for stimulation of interproximal spaces 


Two years of research and extensive investigation went into the 
development of Py-co-tip. The high quality rubber is finely bal- 
anced for flexibility and stiffness to stimulate blood flow in 
the gingival areas. Py-co-tip is preferred by more dentists than 


any other brush-affixed stimulator. 


THESE FEATURES MAKE PY-CO-PAY WIDELY ACCEPTED 
BD Straight, rigid design 


Small, compact head 











Proper tuft spacing 


Lae 
B— bristles uniformly trimmed 
» 
* 


Scientifically designed tip 





Py-co-pay TOOTHBRUSH win PY-CO-TIP 


Recommended by more dentists than any other toothbrush 


Pycopé, Inc., Jersey City 2, N. J. 
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stands for Blonde 


blonde, [F., < L L blondus, yellow], 
1. blond; 2. blond, a. 1, having a fair 
skin, light (usually blue) eyes, and 
fair hair; xanthochroic: said of a per- 
son; 2, flaxen or golden; said of hair. 
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WHEN YOU SPECIFY TOOTH SHADES .. . 
speciFY B FoR BIOFORM 





...and whether your patient is blonde, brunette or 
redhead, you'll find there’s always a suitable shade for every 
age and complexion in Trubyte Bioform. 


Trubyte Bioform shades have a natural, radiant vitality and 
natural shading which compare most favorably with healthy natural 
teeth. Your Trubyte Bioform shade guide is the key to the most 
natural appearing shades in artificial teeth. Start specifying 

“B For Bioform” today and you'll note immediately the improved 
esthetic appearance of your complete and partial denture cases. 


TRUBYTE Biofomr THE FIRST VACUUM FIRED PORCELAIN TEETH 


ASK YOUR 
TRUBYTE DEALER THE DENTISTS’ SUPPLY COMPANY of N. Y. 


to show you the York, Pennsylvania 
“10 Features of 


Trubyte Bioform 
Color Superiority” 
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RINN RESEARCH 

HAS PRODUCED © 
THIS SHORT CUT. 
TO MORE ACCURA 

FILM PROCESSING 


This lustrous stainless 
tank, precision enginee 
assures improved radiograp 
processing and saves tif 
because... 


@ Stainless Steel Construeti 
More Rapid Thermal Cond 
ity. Longer Tank Life, Cor 
Resistant. 


@ Removable Stainless 
Inserts. Faster Disposal 
Exhausted Solutions. 


@ Insulated Outer Jacket. 
proved Temperature Control, 


@ Improved Construction. 
arc Welded. No Warping. 
Leaking Seams. No Pitting. 
Leaking Corks. 


® Time Saving. Larger A 
Doubles Hanger Space. Ec 
Cleaning. Removable Sta 
pipe — Faster Draining. 


Available with either 1 ga 
or Y, gallon Insert Tank 
Sensibly priced. Write 

descriptive literature. Ri 
X-Ray Products, 2929 Ne 
Crawford Avenue, Chicago 

Illinois. 


Y TECHNIQUES AND PRODUC 








